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INTRODUCTION 


The  National  Institute  of  Standards  and  Technology's  National  Voluntary  Laboratory  Accreditation 
Program  (NVLAP)  improves  the  competence  of  testing  laboratories  and  the  reliability  of  laboratory 
measurements.  NVLAP  determines  laboratory  ability  to  meet  established  criteria  and  technical  require- 
ments, for  accreditation  of  specific  test  methods,  through  on-site  assessments  by  technical  experts  and 
laboratory  participation  in  proficiency  testing  programs.  Publication  of  results  of  proficiency  testing  and 
participation  in  standards  development  contribute  to  improved  test  methods  and  laboratory  performance. 

The  accredited  laboratories  have  been  found  competent  to  perform  the  specific  test  methods  shown.  They 
have  the  skilled  people,  necessary  facilities  and  equipment,  documentation  and  quality  assurance  systems  to 
produce  reliable  test  data.  We  recommend  that  consideration  be  given  to  the  use  of  these  laboratories 
whenever  their  accredited  testing  capabilities  satisfy  testing  needs. 

This  Directory  lists  laboratories  that  have  been  accredited,  as  of  March  1,  1991,  under  the  NVLAP 
procedures. 

Current  information  on  the  accredited  status  of  a  laboratory  can  be  obtained: 

(1)  directly  from  the  laboratory; 

(2)  by  writing  to:     Chief,  Laboratory  Accreditation  Program 

National  Institute  of  Standards  and  Technology 
Building  411,  Room  A146 
Gaithersburg,  MD  20899; 

(3)  by  computer-to-computer  communication  with  the  NVLAP  electronic  bulletin  board 
on  301-948-2058; 

(4)  by  FAX  on  301-975-3839;  or 

(5)  by  calling  NVLAP  on  301-975-4016. 
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PROGRAM  SUMMARY 


The  National  Institute  of  Standards  and  Technology  (NIST)  administers  the  National  Voluntary  Laboratory 
Accreditation  Program  (NVLAP).  NVLAP  accredits  public  and  private  testing  laboratories  based  on  evalu- 
ation of  their  technical  qualifications  and  competence  for  conducting  specific  tests  or  types  of  tests  in 
specified  fields  of  testing.  Accreditation  is  based  on  criteria  published  in  the  Code  of  Federal  Regulations  as 
part  of  the  NVLAP  procedures.  Accreditation  is  granted  following  successful  completion  of  a  process  which 
includes  submission  of  an  application  and  payment  of  fees  by  the  laboratory,  an  on-site  assessment,  resolu- 
tion of  any  deficiencies  identified  during  the  on-site  assessment,  participation  in  proficiency  testing,  techni- 
cal evaluation,  and  administrative  review.  The  accreditation  is  formalized  through  issuance  of  a  Certificate 
of  Accreditation  and  Scope  of  Accreditation  (fig.  1)  and  publicized  by  announcement  in  various  government 
and  private  media. 

NVLAP  accreditation  is  available  to  commercial  laboratories,  manufacturers'  in-house  laboratories,  univer- 
sity laboratories,  and  Federal,  State,  and  local  government  laboratories.  Foreign-based  laboratories  may  also 
be  accredited  if  they  meet  the  same  requirements  as  domestic  laboratories  and  pay  any  additional  fees 
required  for  travel  expenses. 

NVLAP  provides  an  unbiased  third  party  evaluation  and  recognition  of  performance,  as  well  as  expert 
technical  assistance  to  upgrade  laboratory  performance.  NVLAP  accreditation  means  that  the  laboratory's 
quality  system,  staff,  facilities  and  equipment,  calibration  procedures,  test  methods  and  procedures,  records, 
and  test  reports  have  been  evaluated  and  found  to  meet  NVLAP  criteria.  NVLAP  accreditation  does  not 
imply  any  guarantee  (certification)  of  laboratory  performance  or  product  test  data;  it  is  solely  a  finding  of 
laboratory  competence.  - 

A  Directory  of  Accredited  Laboratories  is  published  once  each  year  listing  the  name,  address,  contact 
person,  phone  number,  accreditation  renewal  date  and  scope  of  accreditation  for  each  accredited  labora- 
tory. An  updated  listing  of  accredited  laboratories  is  published  quarterly  as  a  supplement  to  the  Directory. 

A  laboratory  may  cite  its  accredited  status  and  use  the  NVLAP  logo  on  reports,  stationery,  and  in  business 
and  trade  publications  provided  that  this  use  does  not  imply  product  certification. 

Technical  Experts 

NVLAP  uses  technical  experts  to  assess  and  evaluate  the  laboratories  as  described  below.  These  individuals, 
knowledgeable  in  the  testing  field  being  evaluated,  may  be  engineers  or  scientists  currently  active  in  the 
field,  consultants,  college  professors  or  retired  persons.  They  are  selected  on  the  basis  of  their  professional 
and  academic  achievements,  experience  in  the  field  of  testing,  management  experience,  and  tact  in  dealing 
with  people.  Their  services  are  generally  contracted  as  required;  they  are  not  NVLAP  staff  members. 

A  technical  expert  is  selected  to  conduct  an  on-site  assessment  of  a  particular  laboratory  on  the  basis  of  how 
well  his/her  individual  experience  matches  the  type  of  testing  to  be  assessed,  as  well  as  absence  of  conflict  of 
interest.  The  laboratory  has  the  right  to  appeal  the  assignment  of  an  expert  and  may  request  another  expert. 

Technical  experts  are  also  used  to  review  the  record  of  the  laboratory  as  a  whole,  including  the  application, 
assessment  report,  deficiencies,  corrections  to  deficiencies,  and  proficiency  test  results  and,  based  on  this 
record,  to  recommend  whether  or  not  a  laboratory  should  be  accredited.  Again,  technical  experts  are 
matched  to  the  type  of  testing  being  evaluated  and  are  selected  to  avoid  conflict  of  interest. 

On-Site  Assessment  i  ■ 

Before  initial  accreditation  and  periodically  thereafter,  an  on-site  assessment  by  a  technical  expert(s)  of 
each  laboratory  is  conducted  to  determine  compliance  with  the  NVLAP  criteria.  Assessors  use  checklists 
developed  by  NVLAP  so  that  each  laboratory  receives  an  assessment  comparable  to  that  received  by  others. 
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However,  assessors  have  considerable  latitude  to  make  judgments  about  a  laboratory's  compliance  with  the 
NVLAP  criteria,  based  upon  the  assessor's  experience  and  any  unique  characteristics  of  the 
laboratory. 

The  time  needed  to  conduct  an  assessment  varies  from  program  to  program.  Assessments  are  conducted 
with  as  little  disruption  as  possible  to  the  normal  operations  of  the  laboratory.  During  the  assessment,  the 
assessor  carries  out  the  following  functions: 

-  meets  with  management  and  supervisory  personnel  responsible  for  the  laboratory's  activities  to 
review  the  assessment  process  and  to  set  the  assessment  agenda; 

-  examines  the  laboratory's  quality  assurance  system,  selects  and  traces  the  history  of  one  or  more 
samples  from  receipt  to  final  issuance  of  test  reports,  conducts  a  thorough  review  of  the  laboratory's  quality 
manual  or  equivalent,  evaluates  the  training  program,  examines  notebooks  or  records  pertaining  to  the 
samples,  checks  sample  identification  and  tracking  procedures,  determines  whether  the  appropriate  environ- 
mental conditions  are  maintained,  and  examines  copies  of  completed  test  reports; 

-  reviews  records  of  periodic  internal  audits,  use  of  check  samples  or  participation  in  round  robin 
testing  or  other  similar  programs,  personnel  records  including  resumes  and  job  descriptions  of  key  person- 
nel, competency  evaluations  for  all  staff  members  who  routinely  perform  the  testing  for  which  accreditation 
is  sought,  calibration  or  verification  records  for  apparatus  used,  test  reports,  and  sample  control  records; 

-  observes  demonstrations  of  testing  techniques  and  discusses  them  with  the  technical  personnel  to 
assure  their  understanding  of  the  procedures;  and 

-  examines  major  equipment,  apparatus,  and  facilities. 

At  the  conclusion  of  the  assessment,  the  assessor  conducts  an  exit  briefing  to  discuss  observations  with 
appropriate  laboratory  staff  and  to  call  attention  to  any  deficiencies  uncovered. 

If  the  on-site  inspection  reveals  deficiencies  that  pertain  to  the  NVLAP  requirements,  the  assessor  leaves 
written  notification  at  the  conclusion  of  the  assessment  and/or  NVLAP  sends  a  letter  to  the  laboratory 
describing  the  specific  items  requiring  attention.  The  laboratory  must  provide  NVLAP  with  documentation 
or  certification  by  the  authorized  representative  that  the  specified  deficiencies  have  been  corrected  or  that 
specific  actions  are  being  taken  to  correct  the  deficiencies. 

Monitoring  Visits 

Monitoring  visits  may  be  conducted  at  any  time  during  the  accreditation  period  for  cause  or  on  a  random 
selection  basis.  These  visits  serve  to  verify  reported  changes  in  the  laboratory's  personnel,  facilities,  and 
operations  or  to  explore  possible  reasons  for  poor  performance  in  proficiency  testing.  The  scope  of  a 
monitoring  visit  may  range  from  checking  a  few  designated  items  to  a  complete  review. 

Proficiency  Testing 

Proficiency  testing  is  an  integral  part  of  the  NVLAP  accreditation  process.  On-site  demonstration  of 
appropriate  facilities,  equipment,  personnel,  etc.  is  essential,  but  may  not  be  sufficient  for  the  continuing 
evaluation  of  laboratory  competence.  The  production  of  test  data  using  special  proficiency  testing  samples 
or  artifacts  provides  NVLAP  with  a  way  to  determine  the  overall  competence  of  the  laboratory. 

Each  program  area  has  unique  proficiency  testing  requirements.  Data  submitted  by  the  laboratories  in 
response  to  specific  NVLAP  requirements  are  analyzed  and  summary  reports  of  the  results  of  inter- 
laboratory  comparisons  are  sent  back  to  the  participants.  In  a  number  of  programs,  NVLAP  requires 
satisfactory  proficiency  testing  as  a  condition  of  initial  as  well  as  continuing  accreditation. 

Satisfactory  participation  is  based  on  the  nature  of  specific  test  methods.  Some  test  methods  define  pass/fail 
criteria.  In  other  cases,  individual  laboratory  test  data  must  fall  within  statistically  acceptable  limits  of 
overall  group  performance. 
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Proficiency  testing  helps  to  identify  problems  in  a  laboratory  which  NVLAP  staff  members  work  with  the 
laboratory  staff  to  solve.  NVLAP  provides  results  of  proficiency  testing  to  appropriate  standards-writing 
bodies  to  assist  them  in  improving  test  procedures. 

Technical  Evaluation 

A  final  technical  evaluation  is  performed  by  technical  experts.  Their  recommendations  are  based  on: 

-  information  provided  on  the  application; 

-  on-site  assessment  reports; 

-  actions  taken  by  the  laboratory  to  correct  deficiencies; 

-  results  of  proficiency  testing;  and 

-  information  from  any  monitoring  visits  of  the  laboratory. 

If  the  technical  evaluation  reveals  additional  deficiencies,  written  descriptive  notifications  are  sent  to  the 
laboratory.  The  laboratory  must  provide  documentation  or  certification  by  its  authorized  representative  that 
the  specified  deficiencies  have  been  corrected.  Clarification  of  some  issues  may  be  requested  by  telephone. 
All  deficiencies  must  be  corrected  before  accreditation  can  be  granted  or  renewed. 

Administrative  Review 

After  the  technical  evaluation  has  been  completed,  NVLAP  staff  prepares  an  administrative  recommenda- 
tion to  the  Chief  of  the  Laboratory  Accreditation  Program  at  NIST  that  the  laboratory  either  be  granted  or 
denied  accreditation.  This  recommendation  is  based  on  a  review  of  the  technical  evaluation  and  other 
records  to  ensure  that  all  NVLAP  technical,  financial  and  administrative  obligations  have  been  satisfied. 

Accreditation  Actions 

Accreditation  —  if  all  accreditation  requirements  are  satisfied. 

Denial  —  if  the  laboratory  does  not  meet  NVLAP  criteria  and  cannot  do  so  in  an  appropriate  time  period,  it 
is  notified  of  a  proposal  to  deny  accreditation  and  the  reason(s)  therefor. 

Suspension  —  if  the  terms  of  its  accreditation  are  in  temporary  non-compliance,  but  deficiencies  can  be 
corrected  in  an  acceptable  time  period,  the  laboratory  will  be  notified  of  the  reasons  for  and  conditions  of 
the  suspension  and  the  action(s)  that  the  laboratory  must  take  to  have  accreditation  reinstated. 

Revocation  —  if  the  terms  of  its  accreditation  have  been  violated  and  deficiencies  cannot  or  will  not  be 
corrected,  the  laboratory  is  notified  of  a  proposal  to  revoke  accreditation  and  the  reasons  therefor  and  may 
be  given  the  option  of  voluntarily  terminating  accreditation.  If  accreditation  is  revoked,  the  laboratory  must 
return  its  Certificate  of  Accreditation  and  cease  use  of  the  NVLAP  logo  on  any  of  its  reports,  other 
correspondence,  or  advertising. 

If  denial  or  revocation  has  been  proposed,  the  laboratory  may  request  a  hearing,  under  United  States  Code 
5  U.S.C.  556,  within  30  days  of  the  date  of  receipt  of  the  notification.  If  a  hearing  is  not  requested,  the  action 
becomes  final  upon  the  expiration  of  that  30-day  period. 

Accreditation  Renewal  Date 

The  period  of  NVLAP  accreditation  is  one  year.  A  laboratory  can  be  accredited  until  January  1,  April  1, 
July  1,  or  October  1  of  the  following  year;  its  accreditation  will  terminate  on  that  date  unless  renewed  to 
remain  in  force.  Users  of  this  Directory  who  are  considering  selection  of  accredited  laboratories  should  be 
aware  of  the  renewal  date  and  verify  if  the  laboratory  has  retained  its  accreditation,  for  applicable  test 
methods,  at  the  time  its  services  are  to  be  provided.  Verification  can  be  made  by  asking  the  laboratory  for  a 
copy  of  its  Certificate  of  Accreditation  or  by  contacting  NVLAP. 
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LABORATORY  PARTICIPATION  SUMMARY 


The  following  table  summarizes  NVLAP  accreditation  as  of  March  1,  1991.  Since  some  laboratories  are 
accredited  in  more  than  one  field  of  testing,  the  total  number  of  accredited  laboratories  listed  by  field  (see 
Index  B)  is  greater  than  the  number  of  laboratories  in  the  system  (see  Index  A).  The  NVLAP  Code  prefix 
is  used  in  Index  D  to  identify  individual  test  methods. 


Accredited  Laboratories 


Field  of  Testing  (NVLAP  Code  Prefix)  as  of  March  1,  1991 

Acoustical  Testing  Services  (08/)  9 

Asbestos  Fiber  Analysis  (18/) 

Airborne  (TEM)  132 

Bulk  (PLM)  668 

Carpet  Testing  (03/)  20 

Commercial  Products  Testing 

Paint  (09/)  4 

Paper  (09/)  3 

Plastics  (15/)  1 

Seals/Sealants  (13/)  3 

Computer  Applications  Testing  (17/)  6 

Construction  Testing  Services  (02/) 

Admixtures  0 

Aggregates  27 

Cement  4 

Concrete  27 

Geotextiles  1 

Road  and  Paving  8 

Soil/Rock  21 

Electromagnetic  Compatibility  &  Telecomm.  (12/) 

FCC  24 

Mil-Std-462  13 

Personnel  Radiation  Dosimetry  Processing  (05/)  62 

Solid  Fuel  Room  Heaters  (04/)  3 

Thermal  Insulation  Materials  Testing  (01/)  26 
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HOW  TO  USE  THIS  DIRECTORY 


The  1991  Directory  of  Accredited  Laboratories  lists  laboratories  accredited  by  NVLAP  as  of  March  1,  1991.  It 
consists  of  four  indexes  which  are  cross-referenced  by  NVLAP  Lab  Code,  a  unique  identifier  assigned  to 
each  laboratory;  e.g.,  1000  or  1000-00. 

The  Directory  enables  the  user  to  locate  name,  address,  telephone  and  accreditation  information  about 
laboratories  of  interest.  The  user  should  contact  the  laboratories  directly  to  get  information  beyond  that 
provided  here. 

INDEX  A,  LISTING  BY  LABORATORY  NAME,  lists  all  accredited  laboratories  in  alphabetical  order  by 
laboratory  name.  An  ellipsis  (...)  after  a  laboratory's  name  indicates  that  the  name  was  too  long  to  fit  within 
the  available  space.  (The  ellipsis  notation  is  also  used  in  Indexes  B  and  C.)  The  full  laboratory  name  is  given 
in  Index  D,  Listing  by  NVLAP  Lab  Code  Number. 

INDEX  B,  LISTING  BY  HELD  OF  TESTING,  lists  all  accredited  laboratories  in  alphabetical  order  by 
laboratory  name  within  field  of  testing.  The  index  is  organized  by  the  10  major  NVLAP  program  areas  (see 
page  5).  In  addition,  three  program  areas,  Asbestos  Fiber  Analysis,  Commercial  Products  Testing,  and 
Electromagnetic  Compatibility  and  Telecommunications,  are  subdivided  into  their  respective  testing 
categories.  Laboratories  accredited  in  more  than  one  field  of  testing  will  have  more  than  one  listing. 

INDEX  C,  LISTING  BY  STATE,  lists  all  accredited  laboratories  in  alphabetical  order  by  laboratory  name 
within  state.  The  states  are  designated  by  the  standard  two-letter  postal  abbreviations.  Laboratories  located 
outside  of  the  United  States  are  listed  at  the  end  of  the  index.  Index  C  also  indicates  the  major  field(s)  of 
testing  (abbreviated)  for  which  each  laboratory  is  accredited. 

INDEX  D,  LISTING  BY  NVLAP  LAB  CODE  NUMBER,  lists  all  accredited  laboratories  in  numerical  order 
by  NVLAP  Lab  Code.  There  is  only  one  listing  per  Lab  Code  in  Index  D.  The  following  information  is 
presented  for  each  laboratory: 

(a)  NVLAP  Lab  Code 

(b)  Laboratory  name  and  address 

(c)  Contact  person 

(d)  Phone  number 

(e)  Accreditation  renewal  date 

(f)  Scope  of  accreditation  for  each  field  of  testing  (list  of  specific  test  methods  for  which  a  labora- 
tory is  accredited). 

HOW  TO  LOCATE  SPECIFIC  INFORMATION 

For  a  laboratory  whose  name  is  known 

Refer  to  Index  A  and  note  the  laboratory's  NVLAP  Lab  Code.  Look  up  the  Lab  Code  in  Index  D  to  obtain 
specific  information  about  the  laboratory;  e.g.,  address,  phone  number,  scope  of  accreditation,  etc. 

For  a  laboratory  in  a  particular  geographic  area 

Determine  the  states  (or  country)  included  in  the  geographic  area  of  interest.  Refer  to  Index  C  to  obtain  the 
NVLAP  Lab  Code  of  a  laboratory  within  the  selected  geographic  area  for  a  given  field  of  testing.  Look  up 
the  Lab  Code  in  Index  D  to  obtain  specific  information  about  the  laboratory;  e.g.,  address,  phone  number, 
scope  of  accreditation,  etc. 
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For  a  laboratory  in  a  particular  field  of  testing 

Choose  the  field  of  testing  from  the  list  on  page  5.  Refer  to  Index  B  and  note  the  name  and  Lab  Code  of 
each  laboratory  of  interest.  Index  B  is  organized  by  the  10  major  field  of  testing  categories,  as  well  as 
subcategories  for  the  Asbestos  Fiber  Analysis,  Commercial  Products  Testing,  and  Electromagnetic 
Compatibility  and  Telecommunications  programs.  Look  up  the  Lab  Code  in  Index  D  to  obtain  specific 
information  about  the  laboratory;  e.g.,  address,  phone  number,  scope  of  accreditation,  etc. 

SPECUL  NOTE  ABOUT  LABORATORIES  ACCREDITED  IN  ASBESTOS  FIBER  ANALYSIS 

The  scopes  of  accreditation  for  laboratories  accredited  in  Asbestos  Fiber  Analysis  in  Index  D  begin  with 
NVLAP  Lab  Code  lOOL  The  presence  of  a  PLM  Renewal  Date  or  a  TEM  Renewal  Date  indicates  that  a 
laboratory  is  accredited  for  Bulk  Asbestos  Analysis  (PLM)  or  Airborne  Asbestos  Analysis  (TEM), 
respectively.  The  detailed  description  of  the  test  method  designations  for  PLM  and  TEM  are  printed  at  the 
beginning  of  the  Asbestos  section  of  Index  D  on  page  110,  rather  than  in  the  individual  laboratory  entries. 
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LISTING  BY 
LABORATORY 

NAME 


INDEX  A.    LISTING  BY  LABORATORY  NAME 

NVLAP 


LABORATORY  NAME 

LAB  CODE 

CITY 

STATE 

A  &  B  Environmental  Services,  Inc. 

1  /yj 

Channelview, 

TX 

A+  Analytical  Services,  Inc. 

Elizabethtown, 

NC 

A-1  Asbestos  Testing  Laboratory 

Richmond, 

VA 

ACCULAB  Environmental  Services 

Petaluma, 

CA 

ACM  Labs,  Inc. 

Fairfield, 

lA 

AGX,  Inc. 

Zelienople, 

PA 

AIP  Environmental  Laboratory  ... 

1097 

Baltimore, 

MD 

AIResearch,  Inc. 

loos 

Wauwatosa, 

WI 

ALERT  Laboratory 

lUlO 

Westwood, 

KS 

AMA  Analytical  Services,  Inc. 

1 1/11 

n't  J 

Lanham, 

MD 

AMER-TEM 

Sunnyvale, 

CA 

AMI  Asbestos  Management,  Inc. 

Omaha, 

NE 

AMS  Material  Services,  Inc. 

107^ 

Houston, 

TX 

AMS-NATEC  Environmental  Services,  Inc. 

City  of  Industry, 

CA 

ARC  Laboratories 

Grand  Forks, 

ND 

ASBESTECH  ... 

St.  Albans, 

WV 

ASBESTECH  ; 

Carmichael, 

CA 

ASTECH,  Inc. 

lOUU 

Rahway, 

NJ 

ASTECO  INCORPORATED 

Middleport, 

NY 

AT&T  Bell  Laboratories  ...  i 

Murray  Hill, 

NJ 

AT&T  EMC  Laboratory 

UZ  IJ 

Holmdel, 

NJ 

ATC  Environmental,  Inc. 

1  nsi 

uu 

Sioux  Falls, 

SD 

ATC  Environmental,  Inc. 

1  nci 

Ui 

Denver, 

CO 

ATC  Environmental,  Inc.  - 

1 1 87 
110/ 

New  York, 

NY 

ATEC  Associates,  Inc.  ... 

nn 
uu 

Columbia, 

MD 

ATEC  Associates,  Inc. 

Ul 

Norfolk, 

VA 

ATEC  Associates,  Inc. 

1  7*!i^ 

UU 

Indianapolis, 

IN 

ATEC  Associates,  Inc. 

1 

1/0  J 

ni 
Ul 

Griffith, 

IN 

ATEC  Associates,  Inc. 

1/0  J 

n7 
u/ 

Dallas, 

TX 

ATEC  Associates,  Inc. 

1/0  J 

Denver, 

CO 

ATEC  Associates,  Inc. 

1/0  J 

Rockledge, 

PL 

ATEC  Associates,  Inc. 

1  974 

1/  /H 

01 

Birmingham, 

AL 

ATEC  Associates,  Inc. 

07 
UZ 

Marietta, 

GA 

ATEC  Associates,  Inc. 

1 774 
IZ  /'f 

ni 

\jj 

Miami, 

PL 

ATEC  Associates,  Inc. 

1  774 

04 

Jacksonville, 

PL 

ATEC  Environmental  Consultants 

1774 

00 

Rockledge, 

PL 

Accredited  Environmental  ... 

insi 

Media, 

PA 

Accumin  Analysis,  Inc. 

1  /Ol 

Houston, 

TX 

Acoustic  Systems  Acoustical  Res  Facility 

0286 

Austin, 

TX 

Adelaide  Environmental  Health  Associates 

1  juu 

nn 

UU 

Binghamton, 

NY 

Adelaide  Environmental  Health  Associates 

1  inn 

ni 

Ul 

White  Plains, 

NY 

Adirondack  Environmental  Services,  Inc. 

1 HTX 

lo/j 

Albany, 

NY 

Advanced  Analytical  Laboratories,  Inc. 

i87n 

Hazleton, 

PA 

Advanced  Industrial  Hygiene  Services,Inc 

lUUD 

Miami, 

PL 

Aer-Aqua  Laboratories,  Inc. 

170(1 

Houston, 

TX 

Aerojet  Propulsion  Division  ... 

Sacramento, 

CA 

Aetna  Life  &  Casualty  Co. 

IJIO 

Windsor, 

cr 

Affiliated  Environmental  Services,  Inc. 

lUU  / 

Sandusky, 

OH 

Air  Force  Occupational  and  Environmental ... 

Brooks  AFB, 

TX 

Air  Quality  Testing,  Inc. 

lU/O 

on 

UU 

Naperville, 

IL 

Air  Quality,  Inc. 

in7A 

luZO 

01 

Ul 

Moline, 

IL 

Air-Quality  Analysis,  Inc. 

i^»fii 

lOUl 

Morgantown, 

WV 

AirTech  Associates,  Inc. 

1fl4Q 

Rolling  Meadows, 

IL 

Aires  Environmental  Services,  Limited 

1014 

Batavia, 

IL 

Akzo  Japan  Limited 

0290 

00 

Tokyo, 

JAPAN 

Akzo  Japan  Limited 

0290 

01 

Kanagawa, 

JAPAN 

Akzo  Japan  Limited 

0290 

02 

Shizuoka, 

JAPAN 

Akzo  Japan  Limited 

0290 

03 

Nagano, 

JAPAN 

Akzo  Japan  Limited 

0290 

04 

Kanagawa, 

JAPAN 

Akzo  Japan  Limited 

0290 

05 

Tochigi, 

JAPAN 

Alaska  Quality  Control  &  Tech.  Serv.  Ltd  ... 

1133 

Anchorage, 

AK 
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Alcoa  Environmental  Health  Laboratory  ... 

1614 

Alcoa  Center, 

PA 

AJderink  and  Associates,  Inc. 

1178 

Walker, 

MI 

Allegheny  Asbestos  Analysis,  Inc. 

1  /U4 

Pittsburgh, 

PA 

Allegheny  Mountain  Research,  Inc. 

1204 

Berlin, 

PA 

Allied  Engineering,  Inc.  dba  ... 

1  0 .1  c 

1845 

Augusta, 

ME 

Allied  Environmental  Services,  Inc. 

1245 

Channelview, 

TX 

Allied  Testing  Laboratories,  Inc. 

0312 

Springfield, 

MA 

Alloway  Testing 

1054 

Lima, 

OH 

Alternative  Ways,  Inc. 

1328 

Bellmawr, 

NJ 

Altest  Environmental  Laboratories 

1351 

Plymouth, 

PA 

Amador  Corporation 

0271 

Taylors  Falls, 

MN 

Ambient  Lab's,  Inc. 

1618 

New  York, 

NY 

American  Analytical  &  Technical  ... 

1  "5  OO 

Baton  Rouge, 

LA 

American  Analytical  Laboratories,  Inc. 

IUz4 

Akron, 

OH 

American  Carpet  Laboratories,  Inc. 

Ringgold, 

OA 

American  Medical  Laboratories,  Inc.  ... 

1136  00 

Fairfax, 

VA 

American  Medical  Laboratories,  Inc. 

1136  01 

Richmond, 

VA 

American  Testmg  Laboratories,  Inc. 

0146 

Lancaster, 

PA 

American  Testing  Laboratories,  Inc. 

1  A  ICS 

Bronx, 

NY 

Ames  Environmental  Inc. 

1447 

Ames, 

lA 

Amoco  Foam  Products  Company 

0284 

Smyrna, 

GA 

Amoco  Oil  Company  ... 

lU3o 

Mandan, 

ND 

Amoco  Oil  Company-  Whiting  Refinery  ... 

1865 

Whiting, 

IN 

Analytica  Solutions,  Inc. 

1086 

Oolden, 

CO 

Analytical  &  Forensic  Associates 

1  OCT 

Huntsville, 

AL 

Analytical  Industries,  Inc. 

1855 

Paducah, 

KY 

Analytical  Laboratory  for  ... 

1  nm  nn 

luy /  w 

Burr  Ridge, 

IL 

Analytical  Labs 

loUj 

Baird, 

1  A 

Analytical  Labs  San  Francisco 

San  Francisco, 

CA 

Analytical  Management,  Inc. 

Lexington, 

K.  I 

Analytical  Management,  Inc. 

1224  01 

Louisville, 

KY 

Analytical  Services  Center 

lOoU 

Englewood, 

Analytical  lechnologies.  Inc. 

1  OCA 

1250 

Pensacola, 

FL 

Analytical  Testing  &  Consulting  Services 

1107 

Kalamazoo, 

MI 

Analytical  Testing  Services,  Inc. 

iU15 

omitntieiu. 

KI 

Analytics  Laboratory 

1 AAJ  AA 

1004  00 

Kicnmond, 

\  7  A 

VA 

Analytics  Laboratory 

1004  01 

Alexandria, 

VA 

Analytics  Laboratory 

1  AAy<  A^ 

1004  Oz 

Virginia  Beach, 

\  7  A 

VA 

Apex  Environmental,  Inc. 

1  CIA 

15/4 

Rockville, 

Mu 

Apollo  Environmental,  Incorporated 

1871 

Gibsonton, 

FL 

Applied  Environmental  Inc. 

1611 

Reston, 

VA 

Applied  Environmental  Sciences,  Inc. 

ion 

ill  / 

Minneapolis, 

MIN 

Applied  Environmental  Technology,  Inc. 

1610 

Cherry  Hill, 

NJ 

Applied  Environmental  Testing  Labs.,  Inc 

1 A£T  AA 

Atlanta, 

OA 

Applied  GeoServices,  Inc. 

1  ^T7 
15  /  / 

New  York, 

VT\7 

IN  Y 

Applied  Occupational  Health  Systems 

1228 

Concord, 

NH 

Applied  Petrography,  Inc. 

1730 

Santa  Fe  Springs, 

CA 

Architectural  Testing,  Inc. 

0282 

York, 

PA 

Arizona  Department  of  Health  Services 

1846 

Phoenix, 

A  "7 

AZ 

Arizona  Fublic  Service  Company  (rVNOb) 

0536 

Phoenix, 

A  "V 

AZ, 

Arizona  State  University  ... 

0542 

Tempe, 

AZ 

ArkLaTex  Environmental  Consultants,  Inc. 

1581 

Shreveprart, 

LA 

Arkansas  Department  of  Health  ... 

1219 

Little  Rock, 

AR 

Armstrong  World  Industries,  Inc.  ... 

0228 

Lancaster, 

PA 

Asbesto-Tech 

1183 

Bronx, 

NY 

Asbestos  Analysis  &  Information  Service 

1261 

Four  Oaks, 

NC 

Asbestos  Analytical  Laboratory,  Inc. 

1887 

Jacksonville, 

FL 

Asbestos  Compliance  Technology,  Inc. 

1164 

Cincinnati, 

OH 

Asbestos  Consulting  &  Testing 

1649 

Lenexa, 

KS 

Asbestos  Control  Methods  Inc. 

1098 

Mount  Prospect, 

IL 

Asbestos  Detection  Co.,  Inc. 

1172 

Garden  Grove, 

CA 
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Asbestos  Laboratory  Division-P.H.L 

1575 

Charleston, 

WV 

Asbestos  Management,  Inc. 

1757 

New  Boston, 

MI 

Asbestos  TEM  Laboratories,  Inc. 

1891 

Berkeley, 

CA 

Asbestos  Technology,  Inc. 

1316 

Indianapolis, 

IN 

Assaigai  Analytical  Laboratories,  Inc. 

Ltjl 

Albuquerc^ue, 

Assessment  Technologies  Inc. 

1620 

New  York, 

NY 

Athenica  Environmental  Services,  Inc. 

1958 

Long  Island  City, 

NY 

Atlantic  Environmental  Consultants 

1919 

Cape  Canaveral, 

FL 

Atlantic  Environmental,  Inc. 

1377  00 

Dover, 

NJ 

Atlantic  Environmental,  Inc. 

1377  01 

Elberon, 

NJ 

Atlantic  Testing  Laboratories,  Limited 

0177 

Cicero, 

NY 

Atomic  Energy  Industrial  Laboratory  of  ... 

0556 

Houston, 

TX 

Azimuth,  Incorporated 

1050 

Charleston, 

SC 

B&D  Materials  Testing  Corporation 

1755 

New  York, 

NY 

BBN  Communications  Test  Net 

0306 

Cambridge, 

MA 

BCM  Engineers  Inc. 

1212  00 

Mobile, 

AL 

BCM  Engineers  Inc. 

1212  02 

Dallas, 

TX 

BCM  Engineers  Inc. 

1374  01 

Pittsburgh, 

PA 

BCM  Engineers  Inc.  Laboratory  Division 

1374  00 

Norristown, 

PA 

BCM  Potomac  Inc. 

1212  01 

Washington, 

DC 

BDN  Industrial  Hygiene  Consultants  Inc. 

1456 

Portage, 

MI 

Baird  Scientific 

1449 

Carthage, 

MO 

Balsam  Environmental  Consultants,  Inc. 

1433  00 

Salem, 

NH 

Balsam  Environmental  Consultants,  Inc. 

1433  01 

Augusta, 

ME 

Baltimore  Gas  &  Electric  Company  ... 

0501 

Lusby, 

MD 

Barnes  and  Jamis,  Inc. 

1553  00 

Boston, 

MA 

Barnes  and  Jamis,  Inc. 

1553  01 

New  York, 

NY 

Batta  Environmental  Associates  Inc. 

1032 

Newark, 

DE 

Battelle  Columbus  Division 

1898 

Columbus, 

OH 

Beling  Consultants,  Inc. 

1356 

Moline, 

IL 

Bentley  Testing  Laboratory 

0288 

La  Puente, 

CA 

BioScreen  Testing  Services,  Inc. 

1899 

Torrance, 

CA 

Biospherics  Incorf>orated 

1277 

Beltsville, 

MD 

Bison  Engineering  Inc. 

1603 

Helena, 

MT 

Brad  Associates 

1169 

Lake  Ronkonkoma, 

NY 

Braun  Intertec  Environmental,  Inc. 

1234 

Minneapolis, 

MN 

Briggs  Associates,  Inc. 

0314 

East  Granby, 

cr 

Briggs  Associates,  Inc. 

1104  00 

Rockland, 

MA 

Briggs  Associates,  Inc. 

1104  01 

Columbia, 

MD 

Briggs  Associates,  Inc. 

1104  03 

Orlando, 

FL 

Bristol-Myers-Squibb 

i  /4Z 

Evansville, 

TV 

Brookhaven  National  Laboratory  ... 

1817 

Upton, 

NY 

Broward  County  Office  of  Natural  ... 

1608 

Ft.  Lauderdale, 

FL 

Bruce  Menkel  and  Associates,  Inc. 

1389 

Franklin, 

OH 

Brujos  Scientific  Incorporated 

1651 

Baltimore, 

MD 

Buck  Environmental  Laboratories,  Inc. 

1605 

Cortland, 

NY 

Buffalo  Testing  Laboratories,  Inc. 

1604 

Buffalo, 

NY 

Bulava  Environmental,  Inc. 

1352 

Belle  Mead, 

NJ 

Burlington  Industries  ... 

0324 

Rabun  Gap, 

GA 

C.  G.  Technologies,  Inc. 

1353 

Madison, 

WI 

CAM  Lab 

1803 

Pico  Rivera, 

CA 

CBC  Environmental  Services 

1028 

Oak  Creek, 

WI 

CENCON  (CNA  Insurance) 

1378 

Chicago, 

IL 

CGS  Analytical  Laboratory 

1238 

Fremont, 

CA 

CHART  Services,  Ltd. 

1022  00 

Des  Moines, 

lA 

CHART  Sen-ices,  Ltd. 

1022  01 

Shawnee, 

KS 

CHART  Services,  Ltd. 

1022  02 

Omaha, 

NE 

CHEMTEX  Environmental  Laboratory,  Inc. 

1337 

Port  .Arthur, 

TX 

CRU  Incorporated 

1521 

Louisville, 

KY 
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CTL  Environmental  Services 

1216 

South  Gate, 

CA 

Calcoast  Analytical  Labs 

0292 

Emeryville, 

CA 

Calibrations,  Inc. 

1381 

Latham, 

NY 

Cam  Environmental  Services 

1490  01 

Houston, 

TX 

Camtech,  Inc. 

1  A  f\f\  r\f\ 

1490  00 

Pittsburgh, 

PA 

Canadian  Standards  Association 

0322 

Rexdale,  Ontario, 

CAN/ 

Camow,  Conibear  &  Associates,  Ltd. 

1039 

Chicago, 

IL 

Carolina  Environmental 

1768 

Morrisville, 

NC 

Carolina  Power  &  Light  Company 

0517 

Raleigh, 

NC 

Cascade  Analytical  Service 

1767 

Tacoma, 

WA 

Cavin  Analytical  Consultants,  Inc. 

1401 

Stone  Mountain, 

GA 

CertainTeed  Corporation 

0101 

Blue  Bell, 

PA 

Certified  Engineering  &  Testing  Co.,  Inc 

1181 

Weymouth, 

MA 

Certified  Engineering  &  Testing  Co.,  Inc 

1  1  f\/\ 

1182  00 

Memphis, 

TN 

Certified  Engineering  &  Testing  Co.,  Inc 

1182  01 

Dallas, 

TX 

Certified  Engineering  &  Testing  Co.,  Inc 

1362 

Utica, 

NY 

Certified  Engineering  &  Testing  Co.,  Inc  ... 

1406 

Providence, 

RI 

Certified  Engineering  &  Testing  Co.,  Inc 

1773 

San  Francisco, 

CA 

Certified  Engineering  &  Testing  Co.,  Inc 

1947 

Irvine, 

CA 

Certified  Environmental  Management,  Ltd. 

1551 

Salina, 

KS 

Certified  Testing  Laboratories,  Inc. 

0108 

Dalton, 

GA 

Champion  International  Corporation 

0291 

West  Nyack, 

NY 

Chatfield  Technical  Consulting  Limited 

1103 

Mississauga,  Ontario, 

CAN/ 

Chem-Ray,  Inc. 

1138 

Seattle, 

WA 

ChemScope,  Inc. 

1061 

New  Haven, 

CT 

Chen-Northern,  Inc. 

1292 

Billings, 

MT 

Chenango  Environmental  Laboratory 

1078 

Endicott, 

NY 

Chicago  Public  Schools  ... 

1371 

Chicago, 

IL 

Chisholm  Trail  Testing  &  ... 

0160 

Decatur, 

TX 

Chomerics  Radiation  Test  Service 

0296 

Woburn, 

MA 

City  ot  San  Jose  ... 

0325 

San  Jose, 

CA 

Clayton  Environmental  Consultants,  Inc. 

1  1  C\f\ 

Kennesaw, 

OA 

Clayton  Environmental  Consultants,  Inc. 

1125  01 

Novi, 

Ml 

Clayton  Environmental  Consultants,  Inc. 

1125  02 

Edison, 

NJ 

Clayton  Environmental  Consultants,  Inc. 

1125  03 

Pleasanton, 

CA 

Coffey  Laboratories  Inc. 

1400 

Portland, 

OR 

Cole  Associates  Inc. 

1304 

South  Bend, 

IN 

Colorado  State  University  ... 

1669 

Fort  Collins, 

CO 

Combustion  Engineering,  Inc. 

0563 

Windsor, 

CT 

Commercial  Testing  Company 

0120 

Dalton, 

GA 

Commonwealth  Edison  Company 

0541 

Chicago, 

IL 

Commonwealth  Edison  Company  ... 

1749 

Maywood, 

IL 

Commonwealth  of  Pennsylvania  ... 

1629 

Harrisburg, 

PA 

Communication  Certification  Laboratory 

0272 

Salt  Lake  City, 

UT 

Comprehensive  Analytical  Group,  Inc. 

1702 

Syracuse, 

NY 

Con  Edison 

1558 

Astoria, 

NY 

Con  Edison  Indian  Point  Station 

0538 

Buchanan, 

NY 

Con-Test,  Inc. 

1076 

East  Longmeadow, 

MA 

Concord  Analysis,  Inc. 

1884 

Chatsworth, 

CA 

Connecticut-  State  Department  of  Health  ... 

1237 

Hartford, 

CT 

Conoco  Analytical  Laboratory 

1821 

Ponca  City, 

OK 

Consumers  Power  Company  ... 

0522 

Jackson, 

MI 

Converse  Envirolab 

1952 

Pasadena, 

CA 

Core  Laboratories 

1554 

Lafayette,  7 

LA 

Coronet  Industries,  Inc. 

0190 

Dalton, 

GA 

County  of  Fairfax/Dept.  of  Env.  Mgmt.  ... 

0338 

Springfield, 

VA 

County  of  Orange  Health  Care  Agency  ... 

1318 

Santa  Ana, 

CA 

County  of  San  Diego  ... 

1530 

San  Diego, 

CA 

Covino  Environmental  Consultants,  Inc. 

1781 

Woburn, 

MA 

Cuesta  Environmental  Inc. 

1880 

Austin, 

TX 

Cumberland  Analytical  Laboratories  Inc. 

1305 

Chambersburg, 

PA 
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D.  C.  Cook  Dosimetry  Laboratory 

0564 

Bridgman, 

MI 

D.L.S.  Electronic  Systems,  Inc. 

0276  1 

Glenview, 

IL 

D/L  Laboratories 

0252              •  ■ . 

New  York, 

NY 

DCM  Science  Laboratory,  Inc. 

1258  .; 

Lakewood, 

CO 

Daily  Analytical  Laboratories 

1322 

Peoria, 

IL 

Dallas  Laboratories,  Inc. 

0329 

Dallas, 

TX 

Dames  &  Moore 

1777  , 

Cranford, 

NJ 

Dash,  Straus  &  Goodhue,  Inc. 

0270 

Boxborough, 

MA 

Data  General  Corporation 

0339 

Westboro, 

MA 

Data  Systems  Analysts,  Inc. 

0336 

Fairfax, 

VA 

DataChem  Laboratories  T 

1534 

Salt  Lake  City, 

UT 

DataChem  Laboratories 

1917 

Cincinnati, 

OH 

Dayton  T.  Brown,  Inc.           ^  .7. 

0337 

Bohemia, 

NY 

DeLisle  Laboratories  Inc.  , 

1033 

Portage, 

MI 

DeYor  Laboratories,  Inc. 

1062 

Youngstown, 

OH 

Delta  Environmental  Consultants,  Inc. 

1966 

St.  Paul, 

MN 

Dennison  Environmental,  Inc. 

1042 

Woburn, 

MA 

Design  for  Health,  Inc.  v 

1864  00 

San  Diego, 

CA 

Design  for  Health,  Inc. 

1864  01 

Los  Angeles, 

CA 

Detail  Associates,  Inc. 

1030  00 

Engelwood, 

NJ 

Detail  Associates,  Inc. 

1922 

Pittsburgh, 

PA 

Detroit  Edison  Company  ... 

0529 

Newport, 

MI 

Digital  Equipment  Corporation  ... 

0349 

Littleton, 

MA 

Diversified  Environmental  ... 

1621 

Oklahoma  City, 

OK 

Dixon  Information  Inc. 

1012  00 

South  Salt  Lake, 

UT 

Dixon  Information  Inc.  —  Mobile 

1012  01 

South  Salt  Lake, 

UT 

Dow  Chemical  USA  ... 

0103 

Granville, 

OH 

Downey,  Dalton,  Inc. 

0310 

Boston, 

MA 

Duke  Power  Company-  Dosimetiy  Lab.  ... 

0505 

Huntersville, 

NC 

Duquesne  Light  Company  ... 

0521 

Shippingport, 

PA 

Dyer  Laboratories,  Inc. 

1267  ■ 

Torrance, 

CA 

Dynamac  International  • 

1843 

Rockville, 

MD 

E  &  A  Environmental  Services 

-f  ; 

1758 

Bellflower, 

CA 

E.  I.  duPont  de  Nemours  &  Co.,  Inc. 

0334 

Dalton, 

GA 

E.  M.  Analytical,  Inc. 

1902 

Dania, 

FL 

E.I.  duPont  de  Nemours  &  Company,  Inc.  ... 

1149 

Wilmington, 

NC 

EATECH  Laboratories,  Inc. 

1913 

Birmingham, 

AL 

EEC,  Inc. 

1088 

Raleigh, 

NC 

EG&G  Florida,  Inc.  ... 

1759 

Kennedy  Space  Center, 

FL 

EIS  Environmental  Engineers,  Inc. 

1460 

South  Bend, 

IN 

ELB  &  Associates,  Inc. 

1115 

Chapel  Hill, 

NC 

EMACO,  INC.                       r  : 

0268 

San  Diego, 

CA 

EMS  Laboratories,  Inc. 

1218 

Pasadena, 

CA 

ENVIRONETICS  ...             '  ^ 

1156 

Palos  Hills, 

IL 

EPS  Analytical  Services 

1420  ; 

Jackson, 

MS 

ERG  Environmental,  Inc. 

1951 

Birmingham, 

AL 

ERT  Testing  Services,  Inc. 

1295  f 

Highland  Park, 

MI 

Eagle  Industrial  Hygiene  Assoc.,  Inc. 

1536              .  ^; 

Huntingdon  Valley, 

PA 

Earth  Tech  Enterprises,  Inc. 

1414 

Wagoner, 

OK 

East  Coast  Analytical  Laboratory  Inc. 

1881 

South  Burlington, 

VT 

East  Texas  Testing  Laboratory,  Inc. 

1481 

Tyler, 

TX 

Eastern  Analytical  Services,  Inc. 

1646 

Elmsford, 

NY 

Eastern  National  Enterprises  Inc. 

0315 

New  Britain, 

CT 

EcoTech 

1281 

Irving, 

TX 

Ecology  and  Environment,  Inc. 

1230 

Cheektowaga, 

NY 

Electro-Analytical  Laboratories 

1901 

Oak  Park, 

IL 

Electro-Analytical,  Inc. 

1019 

Mentor,         1  . 

OH 

Electron  Microscopy  Center,  TTUHSC 

1915 

Lubbock, 

TX 

Electron-Microscopy  Service  ... 

1048  00 

Westmont, 

NJ 

Electron-Microscopy  Service  ... 

1048  01 

Atlanta, 

GA 
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Pi Ar'tmn-\^ir*mcpr\r\\7  Xf*rviPf* 

LZilCLll       1    iVl  IL.1  U3L-Uljy  tJClVlL-C  •■« 

1048  07 

r  laCdldWdy* 

Ml 

T^If*r*l'fr\n-\j4i/^f'r\cr'r\f^v  ^f*rvif*A 
£_rlCLll  Ull'iVllCl  UaLULiy  kJCI  VICC  ... 

104R  01 

San  Mateo, 

XZ.lCi.ll  UII"IVIIC1  UaCUUy  kjCI  VI^C  ... 

104R  04 

Ann  Arbor, 

IVll 

PIf  ptri^n-\/1iprr\cpr*r*v  ^prvif f 

tL-ICL-ll  UII  IVI  1^1  UaL-UUj'  OCIVICC  ... 

104R  OS 

MA 

Flpftron-Mirrosronv  Sfrvirp 

104R  06 

1  \J^\j  \J\J 

Lisle 

TT 

Electron-Microscopy  Service  ... 

1048  07 

Landover  ' 

MD 

Plitp  Flfftronir  Pncinpprinp  f^omnanv 

L^lllW          1 W  (.1  V^l  II L^l  1  bill  V'W'I  1 1 V^WIIIL/cIliy 

0278 

A-ZUW II 1 1  A  VJ  I  tlVt) 

IL 

Energy  &  Environmental  Measurement  Corp. 

0301 

Kent, 

WA 

Fnoinpprino  r^on<iiiItin(7  ^f*rvir'f*<;   T  tH 

11^1  IIV^\^l  lllc    \^\JI  lAUIllll^            1  V  1^             1  *  i  VJ  . 

0298 

Phantillv 
v^iidiiiiiiy. 

VA 

IZfll^lll^Cl  lllg    *■  CM  V^CIIICI  ... 

Engineers  International,  Inc. 

U^o  / 

Westmont, 

Tf 

Entek  Environmental  &  Technical  Services 

Troy, 

MV 
IN  1 

Entek  Laboratory 

101 1 

Mabelvale, 

Entergy  Operations,  Inc. 

Kjuona, 

f  A 

Entergy  Operations,  Inc.  ... 

Port  Gibson,           ■'  ■ 

IVIo 

lZ>lllVl^Y  V^L/Cl  ClllUllo,   iWKrt  \^t\X^\J  \ 

0535 

T<  IIGCP 1  Ivi M P 

r\  u  iiviiit. 

AR 

fLIlVlIU  VJ\ \\a\\\\\.s ^  1 1 ILUI  LaJI  dlCU 

1  v>i. 

Pallc  r^Viiirph 

rdiis  v^nurcn. 

VA 
V/\ 

LJllVIIiJ  IxCoCalCll 

1  /  JU 

l^tW  Ol  lldlll, 

Pnviro-Pmhp  Tnf* 

1222  GO 

NY 

dllVIIU-lI  uuc,  I  lie 

I??"?  m 

£Z.UIaOll, 

r  MI 

Pnvirr^-Prohf*  Tnf 

LJllVllU-IlUUC,  IllL-. 

1981 

Pfiicr\n 

NI 

Pnvi  ro^~'hf*m 

l—'II  VII     v_. J  It  1 11 

1535 

V4fihilp 

iVHJUIit, 

AL 

EnviroMed  Services  Inc. 

1514 

1  ^  t  IT  XlUVtll, 

CT 

Pnviro^r'ipnppc  Tnf* 

1^11  Vll  tJiJL'ld  ItCS,  1 1  It. 

1123 

^nartanhiiro 

kJUdl  IdllL/Ul 

r^nviro^fipnf  f  Q  Tnp 

L^l  1 V  1 1           ICI  IvCA,  lllLo 

1128 

Ralpioh 
r\di  1 1^1 1, 

NC 

Pnvi ron \y1  P  1  f^c\  ^ptvippq  Tnf* 

H  1 VII  UlllVlL.  I  CU  OCIVItCd,  lilt. 

1807 

\A/a  mahii 

VV  dl  Udl  1  u , 

HI 

P nvi rr\n mpn t qI  AniilvfiPfll  T  iihf^m tr^ripc 

£-.llVllUllilltllldl  /Alldl y  llCal    V.r<X\J\J\.  <X\\J\  ICd 

1213 

Tnri  1  a  n  a  nnl  ic 
1  iiuidiidLJVJi  la. 

IN 

P n\7i f m/i f Q 1    Anolx/fK^Ql   T  or^/^f 'il'/^nfic 
£Z.llVllUlllllClIlal  /Alldly  llCal  LrUUUl  dlUl  ICo 

IVl  dlltlld, 

r!A 

P  nvi  rr\nmpn  t  n  1  a  n  q  Ivf  ifc  Tnf* 
LZ-llVllLrllllldllal  /Alldly  11C&,  1  lie 

1878 

T-Ir\iiclT*n 

LLIlVIl  UlllllCII Lai  /AaUCta  lllL..  ... 

IfW? 

T  1lt7 

PI 

P  nif  1  f  i^T^  m<^n  f  Q 1  ■^r\mi^l  i  o            1  orirti'ol'/^i'iPC 
OllVIIUIllllClllal  V^UllipildllCC  \-.a.\j\J\  aWJx  IC2» 

IKDft 
1  ouo 

T-Ta  1 1  nna  1 1  ctf^ 
iidupudugc, 

NY 
l>  I 

Environmental  Consultants 

'  1  'n  \at\f\ 

1  UltUU, 

nnvirunmcnidi  v^onbuiiin^  kjervices,  inc. 

in^vi  fin 

lL!.ugtllC, 

mnvironmcnidi  \_.onauiiing  kjerviccs,  inc. 

Tigard, 

P nvi rrvn mp nt 3 1  P ntp mncp  i»rr^ i in    T np 

IZ.II  VII  Ul  lllld  lldl   LJl  1  ICl  IJl  I3C  V_J1VJULI,  lllL. 

1587 

T^iiGcpMvinp 

iXU&StllVIIlt, 

AR 

Fnvironmpntal  F'valiiation  Si  T  ?ih  Svs  Tnr 

i_f  1 1 V  1 1  wi  11 11 1 II idi       V ui ua I iwii  vb-   x^ovj  kjvo.  tiiv-. 

1141 

ICalamazoo 

MI 

Pnvirrtnmpnf a  1  T-Ta7;irfi^  ^prviPPQ  Tnp 

l_i  IIVIlUllllldlLal  lld£.dlUd  ijCIV  IL-vo,   1 1 IL-. 

1882 

PhilafTplnhia 

1  1 1 1  IdUt  1  LI  1 1  Id, 

PA 

T-* nvirfinmpntal  T-Tpjilth  T  ahf^ratorv 
1^1  iviivjiiiiitiiidi  1  icdiLii             \  d  ivji  y 

1034 

Hartfnrri 

CT 

T-" nvirrinmpntal  T-Tpalth  T  ahr>ratr»rv 

l_(l  1 V 1  lUllllltllldl  llCdIlll  L-<J \>\i\  aWJXy 

1116 

iTlCIt\Jll, 

GA 

T^nvirfinmpnf al  T-TpJilfVi  Prfif pptir^n 

L^l  1 V  llUllllldlldl  llCdllll  l^lVJlCtllUII  ... 

1606 

\A\  T  iiiirpi 

iVll.   l_^UI  tl, 

NJ 

T^nvironmpnf al  Tnnr*vatir^n^  f~'r\mr^ratir\n 

L^ll VllUllllltllLdI   1  IlllVJVd IIUII A  V-.V/1  LfVJI  d IIUII 

1110 

Oakland 

CA 

T^nvirr^nmpnfal  T  ahfiratr^rip^  Tnp 

L'J  IVIl  Ullllltllldl   LvdCUl  diWIICa,  lilt. 

1778 

RirhmonH 

It  1 II  1I\JII  VJ, 

VA 

P nvi mn mpnt Q 1  T  a hr^ra tr\ripc  Tnp 
I-.llVllUlllllCllldl  L^aUUl  dlvJl  ICd,  i lie 

1860 

Tucker 

fiA 

P  nvi  rr\n  mpn  f  n  1  \^  una  opmpnf  Tnp 

i-illVllVJIIIIltllldl   iVIdlldgCllIt 111,   1  lit. 

1850 

^aprampnffi 

tJdtl  dllltlllU, 

CA 

Pnvi rf^nmpnf a  1  Xyfr^nifrtrintj  Ri  f^f^nciiltino 

L^ll  VII  VJlllllt  1 1  Idl   IVlUllllVJI  1 111^  OC   V^VJl  I3U  1  llllg  ... 

1087 

^f^mPTviMp 

t3Ullltl  Vllltf 

NJ 

P nvi rr^nmp n fa  1  \^r\n itr\ri no  vptt/ipp  Tnp 

l_i.ll  VII  Lllllllt  1  ILdI  iVlUI  I IIUI  111^  kJtlVltC,  lilt. 

1 576  00 

^^ustin, 

TX 

Environmental  Monitoring  Service,  Inc. 

1  ^7fi  ni 

Port  Neches, 

TY 

Environmental  Protection  Systems 

Pensacola, 

FI 

Environmental  Research  Institute,  Inc. 

Tyler,  ■ 

T  Y 

Environmental  Salvage,  Etd.  (ESL) 

1Q47 

Omaha, 

NP 

P  nvi  rfinmpn  f  a  I  vpi  pnpp  jii  Pnoinppnno  Tnp 

L^IIVII  Ulll  IICll  Idl  OCltlltt  (X   Lvll^ll  ltd  lllg,  lilt 

1403 

i^ainpQviMp 
vjdiiitavi  lit, 

PL 

Environmental  Science  &  Engineering,  Inc 

14ns  fwi 
l^fUo  uu 

Peoria, 

11 

11^ 

Environmental  Science  &  Engineering,  Inc 

1408  01 

Chicago, 

IL 

Environmental  Science  «&  Engineering,  Inc 

1829  00 

Anchorage, 

AK 

Environmental  Services  Division 

1410 

Greenwood, 

SC 

Environmental  Services  Inc. 

1785 

Western  Springs, 

IL 

Environmental  Testing  Laboratories,  Inc. 

1937 

Farmingdale, 

NY 

Environmental  Testing,  Inc. 

1848 

Middle  town, 

DE 

Enviropact  Inc. 

1686  00 

Miami,              .  • 

FL 

Envirotest,  Inc. 

1595 

Houston, 

TX 

EssTek 

1602  00 

Wheat  Ridge, 

CO 

1991  NVLAP  DIRECTORY  -  Page  16 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  A.    LISTING  BY  LABORATORY  NAME  (continued) 

NVLAP 

LABORATORY  NAME  LAB  CODE  CITY  STATE 


EssTek 

1602  01 

Sante  Fe  Springs, 

CA 

EssTek 

1699 

Santa  Fe  Springs, 

CA 

EssTek 

1700 

Middleburg  Heights, 

OH 

Ethyl  Corporation  ... 

1962  , 

Orangeburg, 

SC 

Eureka  Laboratories,  Inc. 

1320 

Sacramento, 

CA 

Evans  Environmental  &  Geological  Science  ... 

1775 

Miami, 

FL 

Exxon  Biomedical  Sciences,  Inc.  ... 

1379 

East  Millstone, 

NJ 

FLI  Environmental  Services 

1393 

Waverly, 

NY 

Fairfield  Testing  Laboratory,  Inc. 

0317 

Stamford, 

CT 

Fairway  Testing  Company,  Inc. 

0340 

Stony  Point, 

NY 

Fay  Goldblatt  Laboratories,  Inc. 

1090 

Skokie, 

IL 

Federal  Employee  Occupational  Health,  ... 

1593 

Denver, 

cu 

Fiber  Lab,  Inc. 

1370 

Birmingham, 

AL 

Fiberquant,  Inc. 

1031 

Phoenix, 

AZ 

Fibertec,  Inc. 

1510 

East  Lansing, 

MI 

Fine  Beam  Analytical,  Inc. 

1912 

Milwaukee, 

WI 

Florida  Power  &  Light  Company 

0544 

Juno  Beach, 

FL 

Forensic  Analytical  Specialties,  Inc. 

1459  00 

Hayward, 

CA 

Forensic  Analytical  Specialties,  Inc.  ... 

1459  01 

Rancho  Domingues, 

CA 

Free-Col  Laboratories,  Inc. 

1023 

Meadville, 

PA 

GEO-Environmental  Services,  Inc. 

1167 

Germantown, 

MD 

GPU  Nuclear  Corporation  ... 

0510 

Middletown, 

PA 

GSC  Environmental  Laboratories,  Inc. 

1626 

Augusta, 

OA 

GTE  TestMark  Laboratories 

0274 

Lexington, 

KY 

GTRI  Microscopy  Research  Laboratory 

1390 

Atlanta, 

GA 

Gabriel  Laboratories,  Ltd. 

1052 

Chicago, 

IL 

Galaxy  Carpet  Mills,  Inc. 

0163 

Chatsworth, 

GA 

Galson  Technical  Services,  Inc. 

1375 

E.  Syracuse, 

NY 

Galson  Technical  Services,  Inc. 

1404  00 

Plymouth  Meeting, 

PA 

Galson  Technical  Services,  Inc. 

1404  01 

Berkeley, 

CA 

Gannett  Fleming,  Inc.  ... 

1475 

Camp  Hill, 

PA 

Garco  Testing  Laboratories 

0195 

Salt  Lake  City, 

UT 

Garrett  &  Associates 

1348  00 

Dallas, 

TX 

Garrett  &  Associates 

1348  01 

Waco, 

TX 

Gelles  Laboratories,  Inc. 

1170 

Columbus, 

OH 

Gemini  Petrographic  Investigations 

1259 

Novato, 

CA 

General  Dynamics/Electric  Boat  Division  ... 

0560 

Groton, 

CT 

General  Motors  Industrial  Hygiene 

1762 

Warren, 

MI 

Genstar  Stone  Products  Company 

0141 

Hunt  valley. 

Mi/ 

Geo-Environmental  Services,  Inc. 

1001 

Atlanta, 

GA 

Georgia  Power  Company/Environmental  Lab.  ... 

0551 

Smyrna, 

GA 

Geoscience  Ltd. 

0142 

Solana  Beach, 

CA 

Geotechnical-Environmental  Labs.,  Inc. 

1748 

Austin, 

TX 

Gerald  Garrett  Laboratories,  Inc. 

1905 

Dallas, 

TX 

Glomar  Corporation 

1275 

Long  Island  City, 

NY 

Granite  City  Steel  Company  ... 

1862 

Granite  City, 

IL 

Gulf  States  Utilities-River  Bend  Station 

0534  , 

St.  Francisville, 

LA 

HAZTOX,  Inc. 

1368 

Meridian, 

ID 

HAZTOX/Greenway  Environmental  Systems 

1631  ' 

Seattle, 

WA 

HECo  Safety  Division  ... 

1740              ^  ■ 

Honolulu, 

HI 

HMMI  -  Analytical  Services  Division 

1809 

Madison, 

WI 

HTI  Laboratories  and  Industrial  ... 

1236  00 

Denver, 

CO 

HTI  Laboratories  and  Industrial  ... 

1236  01 

Tempe, 

AZ 

HTI  Research  and  Training  Institute,  Inc 

1236  02 

Denver, 

CO 

Hall-Kimbrell  Environmental  Services  Inc 

1342  02  ' 

Honolulu, 

HI 

Hall-Kimbrell  Environmental  Services  Inc 

1342  03 

Flushing, 

NY 

Hanby  Analytical  Laboratories,  Inc. 

1482  00 

Houston, 

TX 

Hanby  Analytical  Laboratories,  Inc.  ... 

1482  01 

Houston, 

TX 
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ndniuiu  ciiviroiiiiiviiidi  ncaiiii  ... 

1?  ir'h  1  anri 
IxlCUIdllU, 

WA 

YV  r\. 

iianLuru  niiviruiiuiciiiai  riCaiui  ... 

loss  fli 

iVlCllldllU, 

WA 

nalUUU               alUI  ICS 

1770 

Odd  dlllCllltJ, 

PA 

0151 

R  pQtr*n 

IxCslVJll, 

VA 

ndi  iiiun  cngint^cnng  rvasocidica,  int.. 

MUDum, 

AT 

ndVClld  LxlUUI  dlUl  ICOf  111^. 

17ns 

i^n  arioftpcvi  Hp 
V^lldl  lUllCsVlUC, 

VA 

FldyUCIl  £-.IIVIl  LllllllCllldl  \_J1  UUU,  IIIC 

1  /  /H 

\A  1       icr\i  wo 
IVlldllllaL/uI  1£, 

OH 

llaCal  UUUs  W  dslC  IwIIkIIICCJ  1 1  IK  ^^Ull^UlLdJH^ 

1  KT?  Ofi 

1  Wji.  \J\J 

licci  n  in  CT 
WaallllllKf 

NV 

riaZ.CUii,  I  lie 

1  irwi 

OCdlllC, 

WA 

1132 

Portland 

OR 

X  ICal 111  ex.  1 1  y Kit  llCj  lilt. 

1159 

f^rppnsHoro 

V_J  1  WC  lloi/v'l  \J, 

NC 

Health  Physics  Northwest,  Inc. 

0567 

Tigard, 

OR 

nCUllll  OL'IdlC'C  /AdatJCIalCS 

1384 

T  nc  Ai^imitoc 

l_A^3  ^VldlllllUA, 

PA 

I-lAalthv  T^iiilHinoc  Intf^rnatir^nal  T  ah-TT^A 
riCdlllly  XJUllUillga  unci  llallUllal  i—,aU 

1861 

PairT?iY 

1  all  IdA, 

VA 

lllllllldilll  LJllVllUIllllCIIldl  V.AJIllUdliy 

1421  00 

NI 

T-IiUmariTi  Frw/ironmpntQ  1  r\f  f^A  Tnr* 
illlllllallll  £-.llVll UlllllCllldl  Ul  V_,/A,  lilt. 

1421  02 

T  cxwa  Rpar'h 

l-AJIIl^  UCdCII, 

CA 

Ollllllallll  LJliVii  uiilllClilal  \JL  r lUI  JUo,  IIIC 

1421  01 

T'atTma 

1  dlllLfd, 

FI 

iiL/iiyicA  v-'diuci  iviiiia,  inc. 

0247 

A      H a rtrt 

/A^lldUdl  ihV.^, 

OK 

llUiUIllClI  lA,  lllL. 

ni  1  ">> 

r^amhriHop 

V^dlllLII  lU^C, 

MA 

Houston  Lighting  &  Power  Company  ... 

\X/ o  in  c ri 
W  dUsWUl  III, 

TY 

Huey,  Martin  &  Associates,  Inc. 

1707 

Alexandria, 

LA 

Hufcor  Acoustical  Laboratory 

0239 

Janesville, 

WI 

nuriier,  inc. 

L.IIICU1II, 

Hvopia  Pnvimnmpntal  f  ahoMtnrif  <i  Jnc 

Ity^Wld   L-fl  1  V  1 1  l-'l  II  11V«  1 1  Icll    i-fOLU\Jl  CH\Jl  I^Sj  XllW. 

1011  00 

Waltham, 

MA 

t-Tvof*ia  Fnvironmpntal  T  ahnratnrif**;  Ttip 

iiy^s^ia  iwi  I V 1 1 1,^111 1 1^  1 1  lui  j^uL/\Ji  d  lui  1  W'Sj  iiiv'. 

1011  01 

New  York, 

NY 

I-Tvop  1 Q  Pnvirr\fimPTi f 5 1  T  nhoru tr\n f*c  Inf 
Oy^CIa  ll-il)  VII OlIlllCII Ldl  L-^UKJl  £1LUI  ICS,  IIIC 

1011  02 

Utica, 

NY 

IJi/fiP  1 Q      ti\/i  m  n  m  r>  n  f  q  1  T  Qhr^fii  f'nripc  Tnr* 
£-.11 VII  UlilllCllLdI  L^dUUI  dlUl  ICd,  11 IL.. 

1344 

^iprra  \^aHrp                  ■  ■ 

kJiClId  IVldUlC, 

PA 

1199 

^tamforH 

OldllllUl  u, 

CT 

1-IvQipnf  tiPQ  A Ivtipal  ^prvif p<;  Tnr* 
i  ' YK'^ lie iiL'O  ^viiuiy  11  till  tjdvitto,  lilt. 

1147 

Boston 

MA 

i-TEM,  Ltd. 

1003 

Frederick, 

MD 

IRM  Aronstics  T  ahnratnrv 

0323 

Poughkeepsie, 

NY 

ICN  Dosimetry  Service 

0555 

Costa  Mesa, 

CA 

IHI  Kemron  Inc. 

1168 

Novi, 

MI 

IIT  Research  Institute 

1336 

Chicago, 

IL 

INFT  \/f atprial^  TpQfino  T  jih 

11^  I—' I—/  iVldiCI  laid    1  Coll  11 IL  L^aVt 

0321 

Idaho  Falls 

ID 

IXI  yRasrnr 

1072  01 

Chicago, 

IL 

lUCdl  dllU  /AooUvldlCa  lZ>IIV11  UlllllClllal  ... 

1239 

RIonminQfnn 

UlUUIIllllglUll, 

IL 

Tllinrtw  r^pnartmpnt  of  Piihlip  Hpalth 

IIIIIICIS  L/C  L/Cll  llliClll  \Jl    ■  UL/Ilt   lltclllll  .•• 

1196 

Chicago, 

IL 

TnHpnpnHpnt  A<;hpQtnQ  T  ah^  Inc 

11  luC  k'C  1  lUC  1 1 1  ^^OtJCo  IC>>  L^dUo,  inc. 

1101 

East  Syracuse, 

NY 

TnHpnpnHpnt  N/fatprtaI<;  Tp^tino 

IIIUCL/CIIVJCIII  IVJdlCI  lulA    1  CAllllg  ... 

0316 

Plainville 

CT 

TnHpnpnHpnf  TpQtIno       r^on^iiltntinn  Tnr 

IIIUCUCIIUCIII    1  C3LI 11^  OC  V,Ail loli  1  LdllUII,  IIIC. 

1721 

Holmdel 

NJ 

Independent  Xextile  Testing  ... 

UIDO 

L^dllWIl, 

Pi  A 

Industrial  Compliance  South  Central,  Inc 

l^dlldS, 

Industrial  Compliance  West,  Inc. 

l^UI  111  rHJIIyWUUU, 

PA 

Industrial  Environmental  Consult.,  Ltd. 

CLd^l  Ldliaillg, 

MI 

iiiuudiridi  nygieric  oc  odiciy  ... 

\_dl  I  UlllUll, 

TX 

TnHiictrmI  T-Tuoip np  1  n r\r\ra tr\rv 
lllUUdll  Idl  ily^lCllC  LxiUUIdlUiy 

1528 

Nutley, 

NJ 

TnriiicfriQl  r-i voipn p/^u p\i/        ol q nH  Inr* 
iiiuUdii idi  iiy^iciic/i^cw  ijii^idiiu,  inc. 

is?7  nn 

RiHrlpffirH 

UIUUC  lUl  u, 

ME 

Industrial  Hvcipnp/Npw  FnplanH  Inc 

1827  01 

Bangor, 

ME 

Industrial  Tpstint?  T  j^horatnrips 

1592 

New  York, 

NY 

Industrial  Testing  Laboratories,  Inc. 

1072  00 

St.  Louis, 

MO 

Industrial  and  Environmental  ... 

1005 

Billerica, 

MA 

Insta-Foam  Products,  Inc. 

0210 

Joliet, 

IL 

Institute  for  Environmental  Assessment 

1249 

Anoka, 

MN 

International  Academy  of  Hi-Tech  ... 

1550 

Arnold, 

MD 

International  Asbestos  Testing  Labs 

1165 

Maple  Shade, 

NJ 

International  Technology  Analytical  ... 

1139  00 

Cincinnati, 

OH 

Interscience  Research,  Inc. 

1257 

Norfolk, 

VA 
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J.  G.  Van  Dyke  &  Associates,  Inc. 

0305 

\_AJ  1 U 1 1 1  UI  a, 

MD 

J.M.  i^nen,  inc. 

1U41 

San  Mateo 

CA 

JACA  Corporation 

1978 

1        I    TT  aSlllll^lUll, 

PA 

TT         L  i-iw  11  mn  marten  1   f^/^n  c  1 1  It  o  n  tc  In/* 

New  York, 

NY 

Jim  Walter  Research  Corp.  Testing  Labs, 

mil 

St.  Petersburg, 

FL 

Jimmie  Ann  Bolton 

A 1  ictin 

^^1191111, 

TX 

John  Mathes  &  Associates,  Inc. 

HOT 

fV>lnmhia 

IL 

KEMRON  Environinental  Services,  Inc. 

imn 

T-Iimtin(ytnn  ^ta 

NY 

Kansas  Dept.  of  Health  &  Environment ... 

loOO 

Topeka, 

KS 

Karastan  Bigelow  ... 

0156 

Lyerly, 

GA 

Karastan  Bigelow 

0178 

Eden 

NC 

Kaselaan  &  D'Angelo  Associates,  Inc. 

IZOJ 

X  xauuv^ii  1  iwi^iiLo, 

NJ 

Kaselaan  &  D'Angelo  Associates,  Inc. 

104  J 

IVldl  11  Id  UdV, 

MA 

ICellco  Services,  Inc. 

I'^TI  (VI  * 

Fremont, 

CA 

Kellco  Services,  Inc. 

1111  fil 

Sacramento, 

CA 

Kevco  Services,  Inc. 

1041 

Butler 

PA 

Knauf  Fiber  Glass  Research  Lab 

Shelbyville, 

IN 

Ltt,-V  Asbestos  Consultants,  Inc. 

lOdfl  flfl 
lyHU  yjyj 

Arl  intytnn 

/V-l  llll^LWll, 

TX 

Laboratory  Resources,  Inc.  ... 

I'^SS 

Bethlehem, 

PA 

L^Durdiury  icdimg  ocrviccs,  iiil. 

Wp*ithiirv 

TT  tSlUUi 

NY 

L^ncdsicr  i^ourdiunca,  iiic 

Lancaster, 

PA 

Larron  Laboratory 

Cape  Girardeau, 

MO 

1  oil/   A  c c/^r*! o ("^1  c     tnf^  " 
L<1W  /\b^UCldLC»,  IIIL. 

lll'^ 

Kennesaw 

GA 

Law  Engineering 

Charlotte, 

NC 

Law  Engineering 

1847 

Chantilly, 

VA 

Law  Engineering,  Inc. 

Phoenix 

AZ 

Law  Engineering,  Inc. 

lUOO 

Birmingham, 

AL 

Law  Engineering,  Inc. 

1 1 <o  An 

Hniiston 

TX 

Law  Engineering,  Inc. 

1152  01 

Phoenix, 

AZ 

Law  Engineering,  Inc. 

1515 

Tampa, 

FL 

Lee,  Knuckles  Micro  Labs  and  Consultants 

Ariinpton 

TX 

Long  Island  Lighting  Company  ... 

\JDDo 

AVaHino  Rivpr 

VTdUIII^  XXIVWI, 

NY 

lAjs  /\iigcit!>  i^iiy,  L/cpi.  ui  vvdici  oc  ruwer 

1111 

Los  Angeles, 

CA 

Los  Angeles  Unified  School  District  ... 

Los  Angeles, 

CA 

Lozier  Laboratories,  Inc. 

Rochester 

NY 

Lyle  Laboratories 

1d41 

Columbus 

OH 

M.A.i^.o.  Lao,  inc. 

Santa  Clara 

CA 

MDS  Laboratories 

Reading, 

PA 

MET  Electrical  Testing  Company,  Inc. 

Baltimore, 

MD 

Mc-IA,  inc. 

1707 

T  Jiwrpnrp 

KS 

MacDonald  Research  Group,  Inc. 

1747 

iTlllWdU  KW^, 

WI 

MacMillan  Bloedel  Inc.  ... 

Pine  Hill, 

AL 

MacNeil  Environmental  Inc. 

Bumsville 

MN 

Malcolm  Pirnie,  Inc.  ... 

IUI5 

Orchard  Park 

NY 

Mallinckrodt  Medical,  Inc. 

UjUJ 

Maryland  Heights, 

MO 

Manville  Sales  Corporation  ... 

ni7'? 

T  ittleton 

CO 

Marine  Chemist  Service,  Inc. 

147S 

NpwiTort  Npwq 

i  ^  w  W  LTUl  I  1  ^  t  W  3, 

VA 

Marshall  Environmental  Management,  Inc. 

IZOU 

Oklahoma  City, 

OK 

Martin  Marietta  Energy  Systems,  Inc.  ... 

Piketon  ' 

OH 

Massachusetts  Commonwealth  ... 

1 101 

West  Newton, 

MA 

iViaSdciL'l  J         113  It  La  ICl  la  13  rv&3&  al^tl 

1541 

West  Boylston, 

MA 

Materials  Analytical  Services,  Inc. 

1235  00 

Norcross 

GA 

Materials  Analytical  Services/Germany 

1235  02 

Frankfurt 

GERMANY 

Materials  Testing  Consultants,  Inc. 

1754 

Grand  Rapids, 

MI 

Materials  Testing,  Inc. 

0320 

Milford, 

CT 

Maxim  Engineers,  Inc. 

1091 

Dallas, 

TX 

McCall  and  Spero  Environmental,  Inc. 

1895 

Louisville, 

KY 

McClara  Laboratory 

1783 

Sacramento, 

CA 
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McClelland  Management  Services,  Inc. 

1148 

Houston, 

TX 

McCrone  Environmental  Services,  Inc. 

1327  00 

Westmont, 

IL 

McCrone  Environmental  Services,  Inc. 

1327  02 

Norcross, 

GA 

McKee  Environmental  Health  Services 

1135 

Houston, 

TX 

McLaren  Analytical  Laboratory 

1932 

Rancho  Cordova, 

CA 

McMaster  University,  Occup.  Health  Lab. 

1511 

Hamilton,  Ontario, 

CAN/ 

Med-Tox  Associates,  Inc. 

1229  00 

San  Diego, 

CA 

Med-Tox  Associates,  Inc. 

1229  01 

Seattle, 

WA 

Medlab  Environmental  Testing,  Inc. 

1708 

Wilmington, 

DE 

Metro  Service  Laboratories,  Inc. 

1399 

Louisville, 

KY 

Michigan  State  University  ... 

1931 

East  Lansing, 

MI 

Micro  Air,  Inc. 

1221  00 

Indianapolis, 

IN 

Micro  Air,  Inc.-  Mobile  Facility 

1221  01 

Indianapolis, 

IN 

Micro  Analytical  Laboratories,  Inc. 

1151 

Gainesville, 

FL 

Micro  Analytical  Laboratories,  Inc. 

1872 

Emeryville, 

CA 

Micro  View  Consulting 

1195 

Akron, 

OH 

Micro-Analytics,  Inc. 

1914 

Louisville, 

KY 

Micro-Fiber  Laboratories,  Inc. 

1075 

Northbrook, 

IL 

Micro-Methods,  Inc. 

1538 

Ocean  Springs, 

MS 

Microanalysis  Laboratory,  Inc. 

1734 

Dallas, 

TX 

Microanalysis  Laboratory,  PEI/DFW 

1139  01 

DFW  Airport, 

TX 

Microanalytical  Services,  Incorporated 

1354 

Pasadena, 

CA 

Microbac  Laboratories,  Inc.  ... 

1035  00 

Erie, 

PA 

Microbac  Mid-Atlantic 

1035  02 

Newport  News, 

VA 

Microlab  Northwest 

1089 

Redmond, 

WA 

Microscopic  Analysis,  Inc. 

1037 

St.  Louis, 

MO 

Microtec  Laboratories,  Inc. 

1813  00 

Bridgman, 

MI 

Microtec  Laboratories,  Inc.  ... 

1813  01 

Bridgman, 

MI 

Midwest  Laboratories  Inc. 

1894 

Countryside, 

IL 

Midwestern  Testing  Labs,  Inc. 

1  /Uo 

Fairfield, 

f  A 

Mirza  Engineering  Inc. 

0311 

Chicago, 

IL 

Monarch  Analytical  Laboratories,  Inc. 

1163 

Toledo, 

OH 

Monroe  Monitoring  &  Analysis,  Inc. 

1647 

Rochester, 

NY 

Morton  Analytical  Services 

0263 

Colton, 

CA 

Mountain  Laboratories 

1890 

Missoula, 

MT 

Mountaineer  Testing  Laboratories,  Inc. 

1784 

Lewisburg, 

WV 

Mystic  Air  Quality  Consultants,  Inc. 

1282 

Groton, 

CT 

NAC  Corporation 

1503 

Bend, 

OR 

NAHB  National  Research  Center 

0104 

Upper  Marlboro, 

MD 

NATLSCO 

1446 

Long  Grove, 

IL 

NET  Atlantic-  Technical  Services  Div. 

1077 

East  Syracuse, 

NY 

NET  Midwest,  Inc. 

1437  00 

Cedar  Falls, 

lA 

NET  Midwest,  Inc. 

1437  01 

Dayton, 

OH 

NIOSH  ... 

1100 

Cincinnati, 

OH 

NOVA  Environmental  Services  Inc. 

1545 

Chaska, 

MN 

NSI-ES  Analytical  Services  Laboratory 

1509 

Research  Triangle  Park, 

NC 

NTH  Consultants,  Ltd. 

1933 

Farmington  Hills, 

MI 

NUS  Corporation 

1233 

Houston, 

TX 

Nassau  County  Dept.  of  Health  ... 

1812 

Hempstead, 

NY 

National  Asbestos  Consultants,  Inc. 

1427 

Oklahoma  City, 

OK 

National  Asbestos  Laboratories,  Inc. 

1038 

San  Leandro, 

CA 

National  Enforcement  Investigations  ... 

1703 

Denver, 

CO 

National  Environmental  Services,  Inc. 

1771 

Tucson, 

AZ 

National  Technical  Systems 

0347 

Acton, 

MA 

National  Testing  Laboratories,  Inc. 

1428 

Long  Island  City, 

NY 

Naval  Dosimetry  Center  ... 

0504 

Bethesda, 

MD 

Naval  Nuclear  Propulsion  Program  Direct.  ... 

0565 

Washington, 

DC 

Naval  Research  Laboratory 

0509 

Washington, 

DC 

Nebraska  Department  of  Health  Labs 

1842 

Lincoln, 

NE 

New  Hampshire  Division  of  Public  Health  ... 

1127 

Concord, 

NH 
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New  Hampshire  Yankee,  Seabrook  Station 

0543 

Seabrook, 

NH 

New  Haven  Testing  Laboratory,  Inc. 

0319 

New  Haven, 

cr 

New  Jersey  State  Department  of  Health  ... 

1876 

Trenton, 

NJ 

New  Mexico  State  University  ... 

1225 

Las  Cruces, 

.  NM 

New  York  City  Asbestos  Control  Program  ... 

1888 

New  York, 

NY 

New  York  City  Department  of  General  ... 

1501 

New  York, 

NY 

New  York  City,  Department  of  Sanitation  ... 

1683 

New  York, 

NY 

New  York  Power  Authority  ... 

0508 

Buchanan, 

NY 

New  York  Power  Authority  ... 

0511 

Lycoming, 

NY 

Newport  News  Shipbuilding  ... 

0561 

Newp)ort  News, 

VA 

Niagara  Mohawk  Power  Corporation  ... 

0553 

Lycoming, 

NY  . 

Norand  EMC  Test  Lab 

0269 

Fairfax, 

lA 

North  American  Analytical  Labs.,  Inc. 

1782 

Abilene, 

TX 

North  Atlantic  Laboratories 

1944 

Bohemia, 

NY 

Northeast  Environmental  Testing  ... 

1552 

Cranston, 

RI 

Northeast  Test  Consultants 

1565 

Westbrook, 

ME  - 

Northeast  Utilities  Service  Company  ... 

0540 

Berlin, 

cr 

Northeastern  Analytical  Corporation 

1333 

Marlton, 

NJ 

Northern  Testing  Laboratories 

1463  00 

Fairbanks, 

AK 

Northern  Testing  Laboratories 

1463  01 

Anchorage, 

AK 

Northland  Environmental  Services,  Inc. 

1158 

Stevens  Point, 

WI 

Northrop  Corporation  ... 

1751 

Hawthorne, 

CA 

Northwest  Envirocon,  Inc. 

1869 

Vancouver, 

WA 

Norwich  Laboratories  Inc. 

1146 

Amherst, 

MA 

- 

OBG  Laboratories,  Inc. 

1343 

Syracuse, 

NY 

OMC,  Inc. 

1382 

Lanham, 

MD 

ORTECH  International 

1483 

Mississauga,  Ontario, 

CANA 

Occupational  Health  Technologies,  Inc. 

1436 

Colorado  Springs, 

CO 

Occupational  Hygiene  Inc. 

1715 

Dallas, 

TX 

Occupational  Safety  and  Health  ... 

1729 

Bixby, 

OK 

Oklahoma  State  Department  of  Health  ... 

1579 

Oklahoma  City, 

OK 

Omaha  Public  Power  District 

0525 

Fort  Calhoun, 

NE 

Omega  Environmental  Services,  Inc. 

1289 

Hackensack, 

NJ 

Oneil  M.  Banks,  Inc. 

1367 

Bel  Air, 

MD 

Oregon  Analytical  Laboratory 

1080 

Beaverton, 

OR 

Owens-Corning  Fiberglas  Corporation  ... 

0109 

Granville, 

OH 

Owens-Corning  Fiberglas  Corporation  ... 

0124 

Santa  Clara, 

CA 

Owens-Corning  Fiberglas  Corporation  ... 

0125 

Fairburn, 

GA 

Owens-Corning  Fiberglas  Corporation  ... 

0126 

Kansas  City, 

KS 

Owens-Corning  Fiberglas  Corporation  ... 

0128 

Delmar, 

.  NY 

Owens-Corning  Fiberglas  Corporation  ... 

0129 

Newark, 

OH 

Owens-Corning  Fiberglas  Corporation  ... 

0130 

Waxahachie, 

TX 

PACE  Laboratories,  Inc. 

1464  02 

Novato, 

"  CA 

PACE,  Inc. 

1464  00 

Minneapolis, 

MN 

PACE,  Inc. 

1464  01 

Tampa, 

FL 

PACE,  Incorporated  ... 

1131 

Golden, 

CO 

PAT  Services 

1811 

Creve  Coeur, 

IL 

PBS  Environmental 

1910 

Portland, 

OR 

PENNRUN  Corporation 

1369 

Pittsburgh, 

PA 

PMK,  Ferris  and  Perricone,  Inc. 

1301 

Hillside, 

.NJ 

PSI  -  Hall  Kimbrell  Environmental  Srvcs. 

1970 

Walnut, 

CA 

Pacific  Environmental  Services,  Inc. 

1190 

Herndon, 

,  VA  - 

Pacific  Gas  and  Electric  Company  ... 

0537 

Avila  Beach, 

.  CA 

Pacific  Gas  and  Electric  Company  ... 

1469 

San  Ramon, 

CA 

Paradigm  Environmental  Services,  Inc. 

1819 

Rochester,           , : 

:  ,,NY  , 

Parkland  Laboratories 

1814 

Springfield, 

IL 

Particle  Data  Laboratories 

1586 

Elmhurst, 

IL 

Particle  Diagnostics,  Inc. 

1059  00 

San  Diego, 

CA 

Peach  Laboratories,  Inc. 

1529 

Gibsonia, 

PA 
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Pedneault  Associates,  Inc.  1177  00  Bohemia,  NY 

Pennsylvania  DER  Bureau  of  Laboratories  1323  Harrisburg,  PA 

Pennsylvania  Power  and  Light  Company  0554  Allentown,  PA 

Pensacola  P.O.C.,  Inc.  1508  Pensacola,  FL 

Philadelphia  Electric  Company  0568  Valley  Forge,  PA 

Phillips  66  Company ...  1500  Borger,  '  TX 

Phillips  Petroleum  Company ...  1280  Bartiesville,  OK 

Phoenix  Environmental  Laboratories  1479  Nashville,  TN 

Phoenix  Safety  Associates,  Ltd.  1791  New  York,  NY 

Picolab,  Inc.  1964  Annandale,  VA 

Pinchin  &  Associates  Ltd.  1270  Mississauga,  Ontario,  CANADA 

Pinchin  Harris  Holland  Associates,  Ltd.  1675  00  Bumaby,  B.C.,  CANADA 

Pinchin  Harris  Holland  Associates,  Ltd.  1675  01  Edmonton,  Alberta,  CANADA 

Portland  General  Electric  Company  0550  Rainier,  OR 

Powell  Environmental  Services,  Inc.  1622  Delanco,  NJ 

Precision  Micro-Analysis  1656  Sacramento,  CA 

Precision  Testing  Laboratory,  Inc.  1580  Moore,  OK 

Prezant  Associates,  Inc.  1886  Seattle,  WA 

Princeton  Testing  Laboratory  1311  00  Princeton,  NJ 

Pro-Ac  Asbestos  Services  1585  Cincinnati,  OH 

Probe  Testing  Laboratory  1873  El  Paso,  TX 

Professional  Lab  Services,  Inc.  1906  Springfield,  IL 

Professional  Service  Industries,  Inc.  0183  Hillside,  IL 

Professional  Service  Industries,  Inc.  0309  Bloomfield,  CT 

Professional  Service  Industries,  Inc.  1129  Salt  Lake  City,  UT 

Professional  Service  Industries,  Inc.  1173  Albany,  NY 

Professional  Service  Industries,  Inc.  1342  00  Lawrence,  KS 

Professional  Service  Industries,  Inc.  ...  1350  Pittsburgh,  PA 

Professional  Service  Industries,  Inc.  1472  Portland,  OR 

Professional  Service  Industries,  Inc.  1635  Miami,  FL 

Professional  Testing  Laboratories,  Inc.  1929  Port  Washington,  NY 

Professional  Testing  Laboratory,  Inc.  0297  Dalton,  GA 

Public  Service  Electric  and  Gas  Company ...  0531  Hancock's  Bridge,  NJ 

Public  Service  Testing  Laboratories,  Inc  1435  Woodside,  NY 

Puget  Sound  Naval  Shipyard  1539  Bremerton,  WA 

Quality  Analytical  Services,  Inc.  1366  Raleigh,  NC 

Quantem  Laboratories  1959  Oklahoma  City,  OK 

Quest  Environmental  1493  Anchorage,  AK 

R  &  B  Enterprises  0280  West  Conshohocken,  PA 

R.  F.  Geisser,  Inc.  0335  East  Providence,  RI 

R.C.G.  BOCES  Environmental  Laboratory  1002  Brookview,  NY 

RADCO  (Resources  Applications,  Designs  &  ...  0261  Gardena,  CA 

RCM  Laboratories,  Inc.  1853  Brookfield,  IL 

RJ  Lee  Group,  Inc.  1208  00  Monroeville,  PA 

RJ  Lee  Group,  Inc.  ...  1208  01  Grand  Island,  NY 

RJ  Lee  Group,  Inc.  ...  1208  02  Berkeley,  CA 

RJ  Lee  Group,  Inc.  ...  1208  03  Manassas,  VA 

RJ  Lee  Group,  Inc.  ...  1208  04  Raleigh,  NC 

Raba-Kistner  Consultants,  Inc.  1298  San  Antonio,  TX 

Radiation  Detection  Company  0512  Sunnyvale,  CA 

Radiation  Sciences  Incorporated  0330  Harleysville,  PA 

Rainbow  Envirochem,  Inc.  1710  Lenexa,  KS 

Ramsey-Schilling  Consulting  Group,  Inc.  ...  1628  Overland  Park,  KS 

Reed  City  Hospital  1692  Reed  City,  MI 

Reed  Environmental  Services  1096  Covington,  KY 

Reservoirs  Environmental  Services,  Inc.  1896  00  Denver,  CO 

Reservoirs  Environmental  Services,  Inc.  1896  01  Houston,  TX 

Retlif  Testing  Laboratories  0267  00  Ronkonkoma,  NY 

Retlif  Testing  Laboratories  0267  01  Manchester,  NH 
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Reynold's  Electrical  &  Engineering  Co. 

1738 

Las  Vegas, 

NV 

Ricerca,  Inc. 

1071  " 

Painesville, 

OH 

Riverbank  Acoustical  Laboratories 

0227 

Geneva, 

IL 

Riverside  County  Department  of  Health 

1145 

Riverside, 

CA 

Rochester  Gas  &  Electric  Corporation  ... 

0514 

Ontario, 

NY 

Roy  F.  Weston,  Inc. 

1254  00 

Auburn, 

AL 

Roy  F.  Weston,  Inc. 

1254  01 

Carle  Place,  Long  Island, 

NY 

Roy  F.  Weston,  Mobile  Facility 

1254  02 

Auburn, 

AL 

S.C.  Department  of  Health  &  Env.  Control  ... 

1572 

Columbia, 

SC 

S.E.A.,  Inc. 

1223 

Columbus, 

OH 

SE  Technologies,  Inc.  ' 

1893 

Bridgeville, 

PA 

SSI  Services,  Inc. 

1693 

Arnold  AFB, 

TN 

SSM/Laboratories 

1112 

Reading, 

PA 

STS  Consultants,  Ltd. 

0191 

Northbrook, 

IL 

Safety  Underwriters  Laboratory,  Inc. 

1588 

Birmingham, 

AL 

Salem  Carpet  Laboratory 

0221 

Ringgold, 

GA 

San  Francisco  Department  of  Public  Hlth.  ... 

1897, 

San  Francisco, 

CA 

Schneider  Laboratories,  Inc. 

1150 

Richmond, 

VA 

Schweiger  &  Associates,  Inc. 

1796 

Marietta, 

GA 

Schwein/Christensen  Laboratories,  Inc. 

1284 

Lafayette, 

CA 

Science  Applications  International  Corp.  ... 

0331 

Dayton, 

QH 

Scientific  Laboratories,  Inc. 

1904 

Richmond, 

VA 

Scientific  and  Environmental  ... 

1185 

Blacksburg, 

VA 

Sea,  Earth,  &  Air  Environmental  ... 

1069 

Chicago, 

IL 

Shaw  Industries,  Inc.  ... 

0193 

Dalton, 

GA 

Shelburne  Laboratories 

1025 

Rockland, 

MA 

Shell  Development  Company  ... 

1701 

Houston, 

TX 

Siemens  Gammasonics,  Inc. ... 

0532 

Hoffman  Estates, 

IL 

Sierra  Technical  Services,  Inc. 

1465 

Ann  Arbor, 

MI 

Smith-Emery  Company 

1473 

Los  Angeles, 

CA 

Sonoran  Desert  Laboratories,  Inc. 

1769 

Tucson, 

AZ 

South  Carolina  Dept.  of  Health  and  ... 

1474 

Columbia, 

SC 

South  Carolina  Electric  &  Gas  Company  ... 

0547  ^ 

Jenkinsville, 

SC 

South  Coast  Air  Quality  Management  Dist. 

1567 

El  Monte, 

CA 

Southeastern  Marine  Chemists  Inc.  ... 

1632 

Jacksonville, 

PL 

Southern  California  Edison  ... 

0506 

San  Clemente, 

CA 

Southern  California  Gas  Company  ... 

1957 

Los  Angeles, 

CA 

Southwest  Hazard  Control,  Inc. 

1747 

Tucson, 

AZ 

Southwestern  Laboratories,  Inc. 

1502  00 

Houston, 

TX 

Southwestern  Laboratories,  Inc.-  Dallas 

1502  01 

Dallas,        ■  ' 

TX 

Southwestern  Public  Service  Company  ... 

1303 

Amarillo, 

TX 

Sparrell  Engineering  Research  Corp. 

0121 

Damariscotta, 

ME 

Specialized  Assays,  Inc. 

1021 

Nashville,  ' 

TN 

Spencer  Testing  Services  -  TEM  LAB 

1918 

Spencer, 

WV 

Sponge-Cushion,  Inc. 

0289 

Morris, 

IL 

St.  Louis  County  Health  Department ... 

1506 

Clayton, 

MO 

Standard  Testing  &  Engineering  Company 

1053  00 

Oklahoma  City, 

OK 

Standard  Testing  &  Engineering  Company 

1053  02 

Harahan, 

LA 

Stanley  Engineering,  Inc.  ... 

1568 

Oklahoma  City, 

OK 

Stat  Analysis  Corporation 

1202 

Chicago, 

IL 

State  of  CA,  Bureau  of  Home  Furnishings  ... 

0251 

North  Highlands, 

CA 

State  of  Maryland,  Air  Quality  Lab. 

1523 

Baltimore, 

MD 

Stiers  Electron  Microscopy,  Inc. 

1875 

Oklahoma  City, 

OK 

Stilson  Laboratories,  Inc. 

1060 

Columbus, 

OH 

Structure  Probe  Inc. 

1780 

West  Chester,  = 

PA 

Suburban  Environmental  Consultants  Ltd. 

1727 

Homewood, 

IL 

Suffolk  County  Public  &  Env.  Health  Lab  ... 

1358 

Hauppauge, 

NY- 

Sun  City  Analytical,  Inc. 

1870 

El  Paso, 

TX 

Sunbelt  Associates,  Inc. 

1157  ■ 

New  Orleans, 

LA 

Survey  Management  and  Design 

1772 

Fargo, 

ND 

1991  NVLAP  DIRECTORY  -  Page  23 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  A.    LISTING  BY  LABORATORY  NAME  (continued) 


NVLAP 
TAD  r^r^r^'c 

CI  1  Y 

STATE 

T.J.  White's  Environmental  Management  ... 

lyZo 

Scottsdale, 

AZ 

TAKA  Asbestos  Analytical  Services,  Inc. 

NorthfKjrt, 

NY 

TC  Analytics,  Inc. 

INOrlOlK, 

VA 

TEI  Environmental,  Inc. 

1334 

Greensboro, 

NC 

TEM  Analytics,  Inc. 

loZo 

Tucson, 

AZ 

TEM,  Incorporated 

1 1  in 

Olen  bllyn, 

IL 

TMA/Eberline 

Albuquerque, 

NM 

1  MA/iNorcai 

1  1  Ql 

Richmond, 

CA 

TRC  Environmental  Consultants  Inc. 

1  A^A 

East  Hartford, 

CT 

TRI  Environmental,  Inc. 

Austin, 

TX 

111^,  inc. 

I  TTQ 

I I  ly 

Tuscaloosa, 

AL 

Taiwan  Power  Company,  Radiation  Lab. 

0562 

Taipei,  Taiwan  REPUBLIC  OF  CHINA 

Taylor  Environmental  Group,  Inc. 

Floral  Park 

NY 

Tech/Ops  Landauer 

0518 

Glenwood, 

IL 

Technology  Serving  People,  Inc. 

1  no 

Houston 

TX 

Tektronix,  Inc. 

Beaverton 

OR 

Teledyne  Isotopes 

Westwood 

NJ 

Tennessee  State—  Public  Health  Lab.  ... 

1  AQfi^ 

Knoxville, 

TN 

Tennessee  Valley  Authority  ... 

UDIO 

Chattanooga, 

TN 

Testing  Engineers  &  Consultants,  Inc. 

1  /ion  An 

Troy, 

MI 

Testing  Engineers  &  Consultants,  Inc. 

1 A oo  ni 
14oV  Ul 

Ann  Arbor, 

MI 

Testing  Engineers  &  Consultants,  Inc. 

1  AQQ  m 

Lansing, 

MI 

Testwell  Craig  Laboratories  of  ... 

IIUZ  Ul 

Albany, 

NY 

Testwell  Craig  Laboratories  of  CT,  Inc. 

Danbury, 

CT 

Testwell  Craig  Laboratories  of  CT,  Inc. 

UjUo  Ul 

Middletown, 

CT 

Testwell  Craig  Laboratories  of  CT,  Inc. 

IIUZ  UZ 

Bethel, 

CT 

Testwell  Craig  Laboratories  of  NJ,  Inc. 

1  lUZ  \)j 

Fairfield, 

NJ 

Testwell  Craig  Laboratories,  Inc. 

1 1  m  nn 
IIUZ  IKJ 

Ossining, 

NY 

Testwell  Craig  Laboratories,  Inc. 

1  1  m  1  (\ 
IIUZ  lU 

Burlington, 

MA 

Testwell  Craig  Labs  of  Florida 

1 1  n')  n< 
1  lUZ  Uj 

Miami, 

FL 

Testwell  Craig  Liu,  Inc. 

1102  11 

Chicago, 

IL 

lestwell  Craig  Mobile  Lab 

1  1 An 

1  lUZ  w 

Ossining, 

NY 

Testwell  Craig  Peters  Testing  Labs.,  Inc 

1  1  A'^  AT 

IIUZ  u/ 

East  Syracuse, 

NY 

Testwell  Craig  Testing  Labs.,  Inc. 

1 1  n')  Aft 
1  lUZ  Uo 

Mays  Landing, 

NJ 

Texaco  Chemical  Co.,  PTS  Laboratory 

1 A  n 
14jZ 

Port  Neches, 

TX 

Texas  Department  of  Health 

1Z6/ 

Austin, 

TX 

Texas  Utilities  Electric  Company 

AOQ 

U5Zo 

Glen  Rose, 

TX 

Ine  H.C  iNutting  Company 

A 1  "5  1 

U131 

Cincinnati, 

OH 

The  Hartford  Steam  Boiler  Inspection  and  ... 

1  /!01 

i4yi 

Hartford, 

CT 

The  Hartford  Steam  Boiler  Inspection  and  ... 

1  C  yn  AA 

154Z  UU 

Houston, 

TX 

The  Ohio  Dept.  of  Health  Laboratories 

Columbus, 

OH 

The  Travelers  Loss  Prevention  ... 

1  ccc 

1555 

Hartford, 

CT 

Ihermo  Analytical  Inc.,  IMA/AKLl 

1  AAC 

Monrovia, 

CA 

Thermo  Analytical,  Inc./ERG 

1  O  AC\ 

Ann  Arbor, 

MI 

Thornton  Laboratories,  Inc. 

lilt) 

Tampa, 

FL 

ToxScan,  Inc./Control  Laboratories,  Inc. 

1/111 
1413 

Watsonville, 

CA 

Tracor  Technology  Resources,  Inc. 

1205 

Rockville, 

MD 

Tremco  Inc.,  Roofing  Division 

1  1 

1  loo 

Cleveland, 

OH 

Tri-State  Laboratories,  Inc. 

1008 

Youngstown, 

OH 

Troxler  Radiation  Monitoring  Services 

0559 

Research  Triangle  Park, 

NC 

Truesdail  Laboratories,  Inc. 

IjIo 

Tustin, 

CA 

Twin  City  Testing  Corporation 

1  AOC 

lUoj 

St.  Paul, 

MN 

Twin  Ports  Testing,  Inc. 

1619 

Superior, 

WI 

U.S.  Army  Environmental  Hygiene  Agency 

1  CAA 

1599 

Aberdeen  Proving  Ground, 

MD 

U.S.  Army  Ionizing  Radiation  Dos.  Ctr. 

AC10 

Lexington, 

KY 

U.S.  Navy-  Pacific  Missile  Test  Center ... 

0327 

Point  Mugu, 

CA 

UNISYS  Corporation 

0283 

Salt  Lake  City, 

UT 

USAF  Occupational  &  Enviro.  Health  Lab.  ... 

1046 

Brooks  Air  Force  Base, 

TX 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 
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Underwriters  Laboratories,  Inc. 

0117 

Santa  Clara, 

CA 

Underwriters  Laboratories,  Inc. 

0255 

Melville, 

NY 

Union  Electric  Company  ... 

0502 

Fulton, 

MO 

United  Analytical  Services,  Inc. 

1732 

Hillside, 

IL 

United  States  Testing  Company,  Inc.  ... 

0106 

Los  Angeles, 

CA 

United  States  Testing  Company,  Inc. 

0107 

Tulsa, 

OK 

TInitpH  Stafp^  Tpsfini?  (^iimnanv  Tnf 

1074 

United  States  Testing  Company,  Inc.  ... 

1591 

San  Diego, 

CA 

United  States  Testing  Company,  Inc. 

1955 

Woodland  Hills, 

CA 

Unitek  Environmental  Consultants,  Inc. 

1607 

Honolulu, 

HI 

University  Analytical  Microscopy  ... 

1979 

Louisville, 

KY 

University  of  Iowa  ... 

1288 

Iowa  City, 

lA 

T  Tnivprcitv  of  K^JcQoiiri  —  IfntiQaQ  C^itv 

13Q4 

Ivalldas  V^lly, 

iVl  w 

University  of  Texas,  Health  Center  ... 

1231 

Tyler, 

TX 

University  of  Washington  ... 

1617 

Seattle, 

WA 

VA  Asbestos  Analysis  Laboratory  ... 

1405 

St.  Louis, 

MO 

Versar  Laboratories,  Inc. 

1122 

Springfield, 

VA 

Virginia  Power  ... 

0520 

Mineral, 

VA 

Virginia  Power  ... 

0523 

Surry, 

VA 

Volz  Environmental  Services,  Inc. 

1269 

Pittsburgh, 

PA 

WKP  Laboratories  Inc. 

1950 

Ossining, 

NY 

Wadsworth/ALERT  Laboratory 

1429 

Cleveland, 

OH 

Waldemar  S.  Nelson  and  Company,  Inc. 

1570 

New  Orleans, 

LA 

Walker  &  Ward,  Inc. 

1658 

Evansville, 

IN 

Warnock  Hersey  International,  Inc. 

0249 

Middleton, 

WI 

Washington  Analytical  Lab  of  VA,  Inc. 

1093  00 

Chantilly, 

VA 

Washington  Analytical  Lab  of  VA,  Inc.  ... 

1093  01 

Chantilly, 

VA 

Washington  Metropwlitan  Area  Transit  ... 

0313 

Washington, 

DC 

Washington  Public  Power  Supply  System 

0545 

Richland, 

WA 

Wausau  Insurance  Companies  ... 

1079 

Wausau, 

WI 

West  Allis  Memorial  Hospital  ... 

1661 

West  Allis, 

WI 

West-Paine  Laboratories,  Inc. 

1468 

Baton  Rouge, 

LA 

Western  Electro-Acoustic  Lab.,  Inc. 

0256 

Santa  Monica, 

CA 

Western  Technologies  Asbestos  Laboratory 

1073 

Phoenix, 

AZ 

Westinghouse  Electric  Corporation  ... 

0569 

Madison, 

PA 

Westinghouse  Env.  &  Geotech.  Svcs.,  Inc.  ... 

1874  01 

Soldotna, 

AK 

Westinghouse  Environmental  and  ... 

1047  00 

Mt.  Pleasant, 

SC 

Westinghouse  Environmental  and  ... 

1047  02 

Charlotte, 

NC 

TV  C&lUlgllUUaC  IIZ.11V11  UlllllClllal  allU  ... 

1047  m 

1  aiiiua^ 

Westinghouse  Environmental  and  ... 

1047  06 

Atlanta, 

GA 

w cdiiiigiiuuac  niiviruiinicniai  ariu  ... 

1047  07 

/AllallliJlilC  OUllll^a, 

Westinghouse  Environmental  and  ... 

1874  00 

Richland, 

WA 

Weyerhaeuser  Technology  Center 

0265 

Tacoma, 

WA 

Wisconsin  Occupational  Health  Laboratory 

1109 

Madison, 

WI 

Wolf  Creek  Nuclear  Operating  Corporation 

0526 

Burlington, 

KS 

World  Carpets,  Inc. 

0197 

Dalton, 

GA 

Wright  Lab  Services,  Inc. 

1532 

Middletown, 

PA 

Yankee  Atomic  Electric  Company 

0524 

Bolton, 

MA 

Zimmerlin  Consulting  Group 

1330  00 

Hilliard, 

OH 

Zimmerlin  Consulting  Group 

1330  01 

Indianap>olis, 

IN 
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ACOUSTICAL  TESTING  SERVICES 


Acoustic  Systems  Acoustical  Res  Facility 

0286 

Austin, 

TX 

Armstrong  World  Industries,  Inc.  ... 

0228 

Lancaster, 

PA 

Engineering  Test  Center  ... 

0294 

Newark, 

DE 

Hufcor  Acoustical  Laboratory 

Janesville, 

WI 

IBM  Acoustics  Laboratory 

Poughkeepsie, 

NY 

Jim  Walter  Research  Corp.  Testing  Labs. 

Ulll 

St.  Petersburg, 

FL 

Manville  Sales  Corporation  ... 

0123 

Littleton, 

CO 

Riverbank  Acoustical  Laboratories 

uzz/ 

Geneva, 

TT 
IL 

Western  Electro-Acoustic  Lab.,  Inc. 

0256 

Santa  Monica, 

CA 

A  CT>17CT'/^C?  im>l?l>  AMATVCTC 

AaBEalUa  UBilK  AINALiala 

Airborne  Asbestos  Fiber  Analysis  (TEM) 

AGX,  Inc. 

1578 

7^lipnnnlf* 

PA 

ATP  PnvimnmpntJiI  T  nhnrafnrv 

/^IX    J_>11  V 11  VJllIlldlldl  M—iaiJ\Jl  cLVyJl  y  ••• 

1927 

R  Q 1 1 1  tn/^r  p 
DalLlllliJl  C, 

MD 

AT  PT^T"  T  ahr\ratorv 

r\ L IN  I    L-dUL/l  dHJl  J 

1016 

\X/ p  c  hi/ rvr\  H 
W  CSlWLMJU, 

K'i 
rvo 

AMA  Analvtiral  Sf*rvirp<;  Tnr 

1143 

T  anham 
i^diii  idiii, 

MD 

AMFT^-TFM 

1007 

^  \  \  n  T\\T\j 

kjUiiiiy  Vdic, 

A \^?*f prial  ^prvif f*Q   Tnr  ' 

1925 

T-Tr*iicl"on 

XxUUSliJIl, 

TY 

ASTECO  INCORPORATED 

1458 

Middleport, 

NY 

AXC  Environmcntnl  Inc. 

1081  00 

vJlv^UA    X  dllo, 

SD 

ATC  Environmental  Inc. 

1187 

Mpw  York 

i.  ^  w  TT    X  WI  n.. 

NY 

ATEC  Associates,  Inc. 

1265  00 

Indianapolis, 

IN 

AXEC  Associates  Inc. 

1265  04 

Rockledge, 

FL 

AHplaiHp  T^nvironmpntal  T-TpaltVi  A Qcr*f*iatp<: 

/^LIC iulu^  .L^ll VI 1  Ulllll&llLal  llwalLll  /^.oAUL^ld L^o 

1 300  00 

lJ\J\J  \J\J 

T^  in  oHam  tr\n 

Ulll^lldlll  lUll, 

NY 

AHironH^trlf  T^nvlronmpntal  Sprvirp*i  Tnr 

1823 

Alhanv 

VJ CXI  1  jr  , 

NY 

Advanced  Analytical  Laboratories,  Inc. 

1820 

Hazleton, 

PA 

Airp*;  T^nvironmpntal  ^ptvippq  T  imitpH 

1014 

T^atavia 

XjCk  Id  V  Id, 

IL 

Analytica  Solutions,  Inc. 

1086 

Golden, 

CO 

AnnlipH  Fnvirnnmpntal  Tprhnnloov  Tnp 

^^L/IJlltU  ^llVll  Ulllll&lllul    1          1  llUlv/gy  ,  111^1 

1610 

Cherrv  T-Iill 

V'li&i  ly  iiiii. 

NJ 

AchpQfnQ  N^anaopmpnl"  Tnp 

^^oL'&ALUd  iVlCllldgVlllVlIt,  111^. 

1757 

Npw  Tlfmton 

MI 

Ashpstn*;  TT^M  T  ahnratnrip^  Tnp 

i^oL/^3LUo    I  l—tlTi    J—fUL/Wl  dlV^l  l^o,  XIIW. 

1891 

Tlprtplpv 

mJ\t/l  IV v ivy  , 

CA 

A  7imi  I  tVi    Tnprirr^rtra  tpH 

LlLll,  111I.U1  LfL'I  d  LvU 

1050 

V-'lldl  IVdlUll, 

SC 

BCM  Engineers  Inc.  Laboratory  Division 

1374  00 

Norristown 

PA 

Batta  Environmental  Associates  Inc. 

1032 

Newark, 

DE 

Battelle  Columbus  Division 

1898  ■ 

Columbus, 

OH 

T^insnhprir<i  Tncornoratpd 

1277 

Beltsvilie 

MD 

Braun  Intertec  Environmental,  Inc. 

1234 

Minneapolis, 

MN 

(~i  T'ppHnnlntiip^;  Tnr* 

\J  t     I  W^l  1  ll^JlVJ^l^o,  lllV. 

1353 

Madison 

WI 

("'T^r^  Pnvirnnmpntal  Sprvifpc 

L^l  1  V  1 1  Wlllll^  11  Idl  kJWlVI^W^ 

1028 

Oak  Creek, 

WI 

CHART  Services,  Ltd. 

1022  00 

Des  Moines, 

lA 

CXL  Environmental  Services 

1216 

South  Gate, 

CA 

r^arnnw  r^nniHpar  /(^  Accnriatp*:   T  trl 

\-'Ul  IIUW,  V_'^lllL/&ul    UL  ^^oSULrldlto,  L^lU. 

1039 

Chicago, 

IL 

r^avin  A  n  atvtipal  f^nnci  iltn  ntQ  Tnr* 

Wd V 111          Idl  Y  llL<dl  V  UIIjUI Idll  IS,  lllL.. 

1401 

Stone  Mountain 

GA 

{"prtiTipH  T^noinpprinCT       Tpctino  (~^r\  Tnp 

V-'t^l  111 ICU  Ufl Igll  1^^  1111^  UC    I  wiling  V^L;.,  111^ 

1 1 82  00 

Memphis, 

TN 

('hatfiplrl  'T'pf*hnir*al  f^onQiiItino  T  imifpH 
v.'iidiiidu  1  vL'iiiiiCdi  V.AJII0UI mix  1— 'iiiiii^u 

1103 

Mis^iissjiiipa  Ontario 

CANA 

Clavton  T^nvironmpntal  Cnnsiilt^^nts  Tnr 

\_'lcljrLvy|J    l^J  1  V  11  V/1 11 11^  11  lul    X^'X-f  llOU  1  vdl  1 1>3,  XllW. 

1125  00 

Kennesaw, 

GA 

Cnmnrphpn^ivf*  Analvtiral  rrroiin  Tnp 

\  ^VJI 1 1  L/I  W  1 1^  1  li3l  V  V>    jVlldiyil^dl    VJlwUL/,  Xll^. 

1702 

Syracuse, 

NY 

CnncnrH  Analv^i^  Tnp 

x.'X^i I v^i  vi  /^iidiyoio,  xiiw. 

1884 

Chatsworth, 

CA 

DataChem  Laboratories 

1917 

Cincinnati, 

OH 

Detail  Associates,  Inc. 

1922 

Pittsburgh, 

PA 

E.  M.  Analytical,  Inc. 

1902 

Dania, 

FL 

EATECH  Laboratories,  Inc. 

1913 

Birmingham, 

AL 

EMS  Laboratories,  Inc. 

1218 

Pasadena, 

CA 

Eastern  Analytical  Services,  Inc. 

1646 

Elmsford, 

NY 

Electron  Microscopy  Center,  TTUHSC 

1915  ' 

Lubbock, 

TX 

Electron-Microscopy  Service  ... 

1048  00 

Westmont, 

NJ 

Electron-Microscopy  Service  ... 

1048  01 

Atlanta, 

GA 

Electron-Microscopy  Service  ... 

1048  02 

Piscataway, 

NJ 

Electron-Microscopy  Service  ... 

1048  03 

San  Mateo, 

CA 
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Electron-Microscopy  Service  ... 

1048  04 

Ann  Arbor, 

MI 

Electron-Microscopy  Service  ... 

1048  05 

Bedford, 

MA 

Electron-Microscopy  Service  ... 

1048  06 

Lisle, 

IL 

Enviro-Probe,  Inc. 

1981 

Edison, 

NJ 

Environmental  Analytical  Laboratories 

1214 

Marietta, 

GA 

Environmental  Consultants 

1594 

Toledo, 

OH 

Environmental  Enterprise  Group,  Inc. 

1587 

Russellville, 

AR 

Environmental  Research  Institute,  Inc. 

1232 

Tyler, 

Environmental  Science  &  Engineering,  Inc 

1403 

Gainesville, 

'  fL  ' 

Environmental  Science  &  Engineering,  Inc 

1408  00 

Peoria, 

IL''  ■ 

Environmental  Testing  Laboratories,  Inc. 

1937 

Farmingdale, 

NY  ' 

EssTek 

1602  00 

Wheat  Ridge, 

CO  -J  , 

EssTek 

1602  01 

Sante  Fe  Springs, 

CA  ■  " 

Evans  Environmental  &  Geological  Science  ... 

1775 

Miami, 

FL 

Fiberquant,  Inc. 

1031 

Phoenix, 

Fine  Beam  Analytical,  Inc. 

1912 

Milwaukee, 

■■  ^ . ' ' 

Forensic  Analytical  Specialties,  Inc. 

1459  00 

Hayward, 

'iCAj'-::; 

Gelles  Laboratories,  Inc. 

1170 

Columbus, 

Geo-Environmental  Services,  Inc. 

1001 

Atlanta, 

GA  , 

Gerald  Garrett  Laboratories,  Inc. 

1905 

Dallas, 

HAZTOX,  Inc. 

1368 

Meridian, 

■  ■      .1  ■ 

Hayden  Environmental  Group,  Inc. 

1774 

Miamisburg, 

OH 

Health  Science  Associates 

1384 

Los  Alamitos, 

Hunter,  Inc. 

1560 

Lincoln, 

lyiA 

Hygeia  Environmental  Laboratories,  Inc. 

1011  00 

Waltham, 

-MAr,'-'  ■ 

Hygienetics  Analytical  Services,  Inc. 

1147 

Boston, 

,;  MA, 

i-TEM,  Ltd. 

1003 

Frederick, 

;   MD  ; 

Industrial  Testing  Laboratories,  Inc. 

1072  00 

St.  Louis, 

.  , ,  '  MO  ' 

Industrial  and  Environmental  ... 

1005 

Billerica,  . 

MA 

Institute  for  Environmental  Assessment 

1249 

Anoka, 

is 

International  Asbestos  Testing  Labs 

1165 

Maple  Shade, 

Laboratory  Testing  Services,  Inc. 

1332 

Westbury, 

NY  ,. 

Los  Angeles  Unified  School  District  ... 

1505 

Los  Angeles, 

,  CA,'.!"' 
'  -  C^',..v 

M.A.C.S.  Lab,  Inc. 

1948  00 

Santa  Clara, 

MDS  Laboratories 

1262 

Reading, 

"'PA. 

Materials  Analytical  Services,  Inc. 

1235  00 

Norcross, 

Materials  Testing  Consultants,  Inc. 

1754 

Grand  Rapids, 

Maxim  Engineers,  Inc. 

1091 

Dallas, 

McCall  and  Spero  Environmental,  Inc. 

1895 

Louisville, 

McCrone  Environmental  Services,  Inc. 

1327  00 

Westmont, 

IL 

McCrone  Environmental  Services,  Inc. 

1327  02 

Norcross, 

■-,'gA'-:  ■ 

McLaren  Analytical  Laboratory 

1932 

Rancho  Cordova, 

Micro  Analytical  Laboratories,  Inc. 

1151 

Gainesville, 

v -el;"'; 

Micro  Analytical  Laboratories,  Inc. 

1872 

bmeryville. 

„.;>C4-. .... 

Micro-Analytics,  Inc. 

1914 

Louisville, 

KY 

Microanalytical  Services,  Incorporated 

1354 

Pasadena, 

CA  . 

Midwest  Laboratories  Inc. 

1894 

Countryside, 

'  il';  .• 

Monarch  Analytical  Laboratories,  Inc. 

1163 

Toledo, 

m  ■ 

National  Asbestos  Laboratories,  Inc. 

1038 

San  Leandro, 

CA 

Northeastern  Analytical  Corporation 

1333 

Marlton, 

OBG  Laboratories,  Inc. 

1343 

Syracuse, 

NY. 

Particle  Diagnostics,  Inc. 

1059  00 

San  Diego, 

CA 

Picolab,  Inc. 

1964 

Annandale, 

VA 

Princeton  Testing  Laboratory 

1311  00 

Princeton, 

NJ 

Professional  Service  Industries,  Inc. 

1342  00 

Lawrence, 

KS 

Professional  Service  Industries,  Inc.  ... 

1350 

Pittsburgh, 

PA 

Professional  Testing  Laboratories,  Inc. 

1929 

Port  Washington, 

NY 

Quantem  Laboratories 

1959 

Oklahoma  City, 

OK 

RJ  Lee  Group,  Inc. 

1208  00 

Monroeville, 

PA 

RJ  Lee  Group,  Inc.  ... 

1208  01 

Grand  Island, 

NY 

RJ  Lee  Group,  Inc.  ... 

1208  02 

Berkeley, 

CA 
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RJ  Lee  Group,  Inc.  ...  1208  03 

RJ  Lee  Group,  Inc.  ...  1208  04 

Ramsey-Schilling  Consulting  Group,  Inc.  ...  1628 

Reservoirs  Environmental  Services,  Inc.  1896  00 

Reservoirs  Environmental  Services,  Inc.  1896  01 

Ricerca,  Inc.  1071 

Roy  F.  Weston,  Inc.  1254  00 

Scientific  Laboratories,  Inc.  1904 

Spencer  Testing  Services  -  TEM  LAB  1918 

Stanley  Engineering,  Inc.  ...  1568 

Stat  Analysis  Corporation  "  1202 

Stiers  Electron  Microscopy,  Inc.  1875 

Structure  Probe  Inc.  1780 

TAKA  Asbestos  Analytical  Services,  Inc.  1724 

TEM  Analytics,  Inc.  1828 

TEM,  Incorporated  1130 

TMATNorcal  1191 

Testwell  Craig  Laboratories,  Inc.  1102  00 

The  Hartford  Steam  Boiler  Inspection  and  ...  1491 

University  Analytical  Microscopy  ...  1979 

University  of  Iowa  ...  1288 

University  of  Texas,  Health  Center  ...  1231 

West-Paine  Laboratories,  Inc.  1468 

Wisconsin  Occupational  Health  Laboratory  1109 

Bulk  Asbestos  Fiber  Analysis  (PLM) 

A  &  B  Environmental  Services,  Inc.  1793 

A+  Analytical  Services,  Inc.  1938 

A-1  Asbestos  Testing  Laboratory  1956 

ACCULAB  Environmental  Services  1396 

ACM  Labs,  Inc.  1627 

AGX,  Inc.  1578 

AIResearch,  Inc.  1868 

ALERT  Laboratory  1016 

AMA  Analytical  Services,  Inc.  1143 

AMI  Asbestos  Management,  Inc.  1963 

AMS  Material  Services,  Inc.  1925 

AMS-NATEC  Environmental  Services,  Inc.  1155 

ARC  Laboratories  1832 

ASBESTECH ...  1306 

ASBESTECH  j  1442 

ASTECH,  Inc.  1600 

ASTECO  INCORPORATED  1458 

AT&T  Bell  Laboratories  ...  1965 

ATC  Environmental,  Inc.  108100 

ATC  Environmental,  Inc.  1081  01 

ATC  Environmental,  Inc.  1187 

ATEC  Associates,  Inc.  ...  1055  00 

ATEC  Associates,  Inc.  j  1055  01 

ATEC  Associates,  Inc.  1265  00 

ATEC  Associates,  Inc.  1265  01 

ATEC  Associates,  Inc.  1265  02 

ATEC  Associates,  Inc.  1265  03 

ATEC  Associates,  Inc.  1274  01 

ATEC  Associates,  Inc.  1274  02 

ATEC  Associates,  Inc.  1274  03 

ATEC  Associates,  Inc.  1274  04 

ATEC  Environmental  Consultants  1274  00 

Accredited  Environmental ...  1051 

Accumin  Analysis,  Inc.  1761 

Adelaide  Environmental  Health  Associates  1300  00 


Manassas,  VA 

Raleigh,  NC 

Overland  Park,  KS 

Denver,  CO 

Houston,  TX 

Painesville,  OH 

Auburn,  AL 

Richmond,  VA 

Spencer,  WV 

Oklahoma  City,  OK 

'  Chicago,  IL 

Oklahoma  City,  OK 

West  Chester,  PA 

Northport,  NY 

Tucson,  AZ 

Glen  Ellyn,  IL 

Richmond,  CA 

Ossining,  NY 

Hartford,  CT 

Louisville,  KY 

Iowa  City,  lA 

Tyler,  TX 

Baton  Rouge,  LA 

Madison,  WI 

Channelview,  TX 

Elizabethtown,  NC 

Richmond,  VA 

Petaluma,  CA 

Fairfield,  lA 

Zelienople,  PA 

Wauwatosa,  WI 

Westwood,  KS 

Lanham,  MD 

Omaha,  NE 

Houston,  TX 

City  of  Industry,  CA 

Grand  Forks,  ND 

St.  Albans,  WV 

Carmichael,  CA 

Rahway,  NJ 

Middleport,  .  NY 

Murray  Hill,  NJ 

Sioux  Falls,  SD 

Denver,  CO 

New  York,  NY 

Columbia,  MD 

Norfolk,  VA 

Indianapolis,  IN 

Griffith,  .  IN 

Dallas,  TX 

Denver,  CO 

Birmingham,  AL 

Marietta,  GA 

\  Miami,  FL 

Jacksonville,  FL 

Rockledge,  FL 

Media,  PA 

Houston,  TX 

Binghamton,  NY 
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Adelaide  Environmental  Health  Associates 

1300  01 

White  Plains, 

NY 

Adirondack  Environmental  Services,  Inc. 

1823 

Albany, 

NY 

Advanced  Analytical  Laboratories,  Inc. 

1820 

Hazleton, 

PA 

Advanced  Industrial  Hygiene  Services.Inc 

1006 

Miami, 

PL 

Aer-Aqua  Laboratories,  Inc. 

1790 

Houston, 

TX 

Aerojet  Propulsion  Division  ... 

1283 

Sacramento, 

CA 

Aetna  Life  &  Casualty  Co. 

1516 

Windsor, 

cr 

Affiliated  Environmental  Services,  Inc. 

1007 

Sandusky, 

OH 

Air  Quality  Testing,  Inc. 

1026  00 

Naperville, 

XL 

Air  Quality,  Inc. 

1026  01 

Moline, 

IL 

Air-Quality  Analysis,  Inc. 

1601 

Morgantown, 

WV 

AirTech  Associates,  Inc. 

1049 

Rolling  Meadows, 

IL 

Aires  Environmental  Services,  Limited 

1014 

Batavia, 

IL 

Alaska  Quality  Control  &  Tech.  Serv.  Ltd  ... 

1133 

Anchorage, 

AK 

Alcoa  Environmental  Health  Laboratory  ... 

1614 

Alcoa  Center, 

PA 

Alderink  and  Associates,  Inc. 

1178 

Walker, 

MI 

Allegheny  Asbestos  Analysis,  Inc. 

1704 

Pittsburgh, 

PA 

Allegheny  Mountain  Research,  Inc. 

1204 

Berlin, 

PA 

Allied  Engineering,  Inc.  dba  ... 

1845 

Augusta, 

ME 

Allied  Environmental  Services,  Inc. 

1245 

Channelview, 

TX 

Alioway  Testing 

1054 

Lima, 

OH 

Alternative  Ways,  Inc. 

1328 

Bellmawr, 

:  ,  .  NJ 

Altest  Environmental  Laboratories 

1351 

Plymouth, 

PA 

Ambient  Lab's,  Inc. 

1618 

New  York, 

NY 

American  Analytical  &  Technical  ... 

1388 

Baton  Rouge, 

LA 

American  Analytical  Laboratories,  Inc. 

1024 

Akron, 

OH 

American  Medical  Laboratories,  Inc.  ... 

1136  00 

Fairfax, 

VA 

American  Medical  Laboratories,  Inc. 

1136  01 

Richmond, 

VA 

American  Testing  Laboratories,  Inc. 

1430 

Bronx, 

NY 

Ames  Environmental  Inc. 

1447 

Ames, 

lA 

Amoco  Oil  Company  ... 

1036 

Mandan, 

ND 

Amoco  Oil  Company-  Whiting  Refinery  ... 

1865 

Whiting, 

IN 

Analytica  Solutions,  Inc. 

1086 

Golden, 

CO 

Analytical  &  Forensic  Associates 

1857 

Huntsville, 

AL 

Analytical  Industries,  Inc. 

1855 

Paducah, 

KY 

Analytical  Laboratory  for  ... 

1097  00 

Burr  Ridge, 

IL 

Analytical  Labs 

1805 

Baird, 

TX 

Analytical  Labs  San  Francisco 

1909 

San  Francisco, 

CA 

Analytical  Management,  Inc. 

1224  00 

Lexington, 

KY 

Analytical  Management,  Inc. 

1224  01 

Louisville, 

KY 

Analytical  Services  Center 

1680 

Englewood, 

CO 

Analytical  Technologies,  Inc. 

1250 

Pensacola, 

PL 

Analytical  Testing  &  Consulting  Services 

1107 

Kalamazoo, 

MI 

Analytical  Testing  Services,  Inc. 

1015 

Smithfield, 

RI 

Analytics  Laboratory 

1004  00 

Richmond, 

VA 

Analytics  Laboratory 

1004  01 

Alexandria, 

VA 

Analytics  Laboratory 

1004  02 

Virginia  Beach, 

VA 

Apex  Environmental,  Inc. 

1574 

Rockville, 

MD 

Apollo  Environmental,  Incorporated 

1871 

Gibsonton, 

PL 

Applied  Environmental  Inc. 

1611 

Reston, 

VA 

Applied  Environmental  Sciences,  Inc. 

1217 

Minneapolis, 

MN 

Applied  Environmental  Technology,  Inc. 

1610 

Cherry  Hill, 

NJ 

Applied  Environmental  Testing  Labs.,  Inc 

»   1063  00 

Atlanta, 

GA 

Applied  GeoServices,  Inc. 

1577 

New  York, 

NY 

Applied  Occupational  Health  Systems 

1228 

Concord, 

NH 

Applied  Petrography,  Inc. 

1730 

Santa  Fe  Springs, 

CA 

Arizona  Department  of  Health  Services 

1846 

Phoenix, 

AZ 

ArkLaTex  Environmental  Consultants,  Inc. 

1581 

Shreveport, 

LA 

Arkansas  Department  of  Health  ... 

1219 

Little  Rock, 

AR 

Asbesto-Tech 

1183 

Bronx, 

NY 

Asbestos  Analysis  &  Information  Service 

1261 

Four  Oaks, 

•  NC 
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Asbestos  Analytical  Laboratory,  Inc. 

1887 

Jacksonville, 

FL 

Asbestos  Compliance  Technology,  Inc. 

1164 

Cincinnati, 

OH 

Asbestos  Consulting  &  Testing 

1649 

Lenexa, 

KS 

Asbestos  Control  Methods  Inc. 

1098 

Mount  Prospect, 

IL 

Asbestos  Detection  Co.,  Inc. 

1172 

Garden  Grove, 

CA 

Asbestos  Laboratory  Division-P.H.I. 

1575 

Charleston, 

WV 

Asbestos  Management,  Inc. 

1757 

New  Boston, 

MI 

Asbestos  TEM  Laboratories,  Inc. 

1891 

Berkeley, 

CA 

Asbestos  Technology,  Inc. 

1316 

Indianapolis, 

IN 

Assaigai  Analytical  Laboratories,  Inc. 

1457 

Albuquerque, 

NM 

Assessment  Technologies  Inc. 

1620 

New  York, 

NY 

Athenica  Environmental  Services,  Inc. 

1958 

Long  Island  City, 

NY 

Atlantic  Environmental  Consultants 

1919 

Cape  Canaveral, 

FL 

Atlantic  Environmental,  Inc. 

1377  00 

Dover, 

NJ 

Atlantic  Environmental,  Inc. 

1377  01 

Elberon, 

NJ 

Azimuth,  Incorporated 

1050 

Charleston, 

SC 

B&D  Materials  Testing  Corporation 

1755 

New  York, 

NY 

BCM  Engineers  Inc. 

1212  00 

Mobile,  ; 

AL 

BCM  Engineers  Inc. 

1212  02 

Dallas,  s 

TX 

BCM  Engineers  Inc. 

1374  01 

Pittsburgh, 

PA 

BCM  Engineers  Inc.  Laboratory  Division 

1374  00 

Norristown, 

PA 

BCM  Potomac  Inc. 

1212  01 

Washington, 

DC 

BDN  Industrial  Hygiene  Consultants  Inc. 

1456 

Portage, 

MI 

Baird  Scientific 

1449 

Carthage, 

MO 

Balsam  Environmental  Consultants,  Inc. 

1433  00 

Salem, 

NH 

Balsam  Environmental  Consultants,  Inc. 

1433  01 

Augusta, 

ME 

Barnes  and  Jamis,  Inc. 

1553  00 

Boston, 

MA 

Barnes  and  Jamis,  Inc. 

1553  01 

New  York, 

NY 

Batta  Environmental  Associates  Inc. 

1032 

Newark, 

DE 

Beling  Consultants,  Inc. 

1356 

Moline, 

IL 

BioScreen  Testing  Services,  Inc. 

1899 

Torrance, 

CA 

Biospherics  Incorporated 

1277 

Beltsville, 

MD 

Bison  Engineering  Inc. 

1603 

Helena, 

MT 

Brad  Associates 

1169 

Lake  Ronkonkoma, 

NY 

Braun  Intertec  Environmental,  Inc. 

1234 

Minneapolis, 

MN 

Briggs  Associates,  Inc. 

1104  00 

Rockland, 

MA 

Briggs  Associates,  Inc. 

1104  01 

Columbia, 

MD 

Briggs  Associates,  Inc. 

1104  03 

Orlando, 

FL 

Bristol-Myers-Squibb 

1742 

Evansville, 

IN 

Brookhaven  National  Laboratory  ... 

1817 

Upton, 

NY 

Broward  County  Office  of  Natural  ... 

1608 

Ft.  Lauderdale, 

FL 

Bruce  Menkel  and  Associates,  Inc. 

1389 

Franklin, 

OH 

Brujos  Scientific  Incorporated 

1651 

■  ' 

Baltimore,  ' 

MD 

Buck  Environmental  Laboratories,  Inc. 

1605 

Cortland, 

NY 

Buffalo  Testing  Laboratories,  Inc. 

1604 

Buffalo, 

NY 

Bulava  Environmental,  Inc. 

1352 

Belle  Mead, 

NJ 

C.  G.  Technologies,  Inc. 

1353 

Madison, 

WI 

CAM  Lab 

1803 

Pico  Rivera, 

CA 

CBC  Environmental  Services 

1028 

'   '  '  ''  ' 

Oak  Creek, 

WI 

CENCON  (CNA  Insurance) 

1378 

Chicago,  > 

IL 

COS  Analytical  Laboratory 

1238 

r  (■'.  ; 

Fremont, 

CA 

CHART  Services,  Ltd. 

1022  00 

Des  Moines,       ;  • 

lA 

CHART  Services,  Ltd. 

1022  01 

Shawnee, 

KS 

CHART  Services,  Ltd. 

1022  02 

Omaha, 

NE 

CHEMTEX  Environmental  Laboratory,  Inc. 

1337 

Port  Arthur, 

TX 

CRU  Incorporated 

1521 

Louisville, 

KY 

CTL  Environmental  Services 

1216 

South  Gate, 

CA 

Calibrations,  Inc. 

1381 

■  Latham, 

NY 

Cam  Environmental  Services 

1490  01 

Houston, 

TX 

Camtech,  Inc. 

1490  00 

Pittsburgh, 

PA 

Camow,  Conibear  &  Associates,  Ltd. 

1039 

Chicago,  ■>■ 

IL 
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Carolina  Environmental 

1768 

Morrisville, 

NC 

Cascade  Analytical  Service 

1767 

Tacoma, 

WA 

Cavin  Analytical  Consultants,  Inc. 

1401 

Stone  Mountain, 

GA 

Certified  Engineering  &  Testing  Co.,  Inc 

1181 

Weymouth, 

MA 

Certified  Engineering  &  Testing  Co.,  Inc 

1182  00 

Memphis, 

TN 

Certified  Engineering  &  Testing  Co.,  Inc 

1182  01 

Dallas, 

TX 

Certified  Engineering  &  Testing  Co.,  Inc 

1362 

Utica, 

NY 

Certified  Engineering  &  Testing  Co.,  Inc  ... 

1406 

Providence, 

RI 

Certified  Engineering  &  Testing  Co.,  Inc 

1773 

San  Francisco, 

CA 

Certified  Engineering  &  Testing  Co.,  Inc 

1947 

Irvine, 

CA 

Certified  Environmental  Management,  Ltd. 

1551 

Salina, 

KS 

Chatfield  Technical  Consulting  Limited 

1103 

Mississauga,  Ontario, 

CAN/ 

Chem-Ray,  Inc. 

1138 

Seattle, 

WA 

ChemScope,  Inc. 

1061 

New  Haven, 

cr 

Chen-Northern,  Inc. 

1292 

Billings, 

MT 

Chenango  Environmental  Laboratory 

1078 

Endicott, 

NY 

Chicago  Public  Schools  ... 

1371 

Chicago, 

IL 

Clayton  Environmental  Consultants,  Inc. 

1125  00 

Kennesaw, 

GA 

Clayton  Environmental  Consultants,  Inc. 

1125  01 

Novi, 

MI 

Clayton  Environmental  Consultants,  Inc. 

1125  02 

Edison, 

NJ 

Clayton  Environmental  Consultants,  Inc. 

1125  03 

Pleasanton, 

CA 

Coffey  Laboratories  Inc. 

1400 

Portland, 

OR 

Cole  Associates  Inc. 

1304 

South  Bend, 

IN 

Colorado  State  University ... 

1669 

Fort  Collins, 

CO 

Commonwealth  Edison  Company  ... 

1749 

Maywood, 

IL 

Commonwealth  of  Pennsylvania  ... 

1629 

Harrisburg, 

PA 

Comprehensive  Analytical  Group,  Inc. 

1702 

Syracuse, 

NY 

Con  Edison 

1558 

Astoria, 

NY 

Con-Test,  Inc. 

1076 

East  Longmeadow, 

MA 

Concord  Analysis,  Inc. 

1884 

Chatsworth, 

CA 

Connecticut—  State  Department  of  Health  ... 

1237 

Hartford,  - 

CT 

Conoco  Analytical  Laboratory 

1821 

Ponca  City,  - 

OK 

Converse  Envirolab 

1952 

Pasadena, 

CA 

Core  Laboratories 

1554 

Lafayette, 

LA 

County  of  Orange  Health  Care  Agency  ... 

1318 

Santa  Ana, 

CA 

County  of  San  Diego  ... 

1530 

San  Diego, 

CA 

Covino  Environmental  Consultants,  Inc. 

1781 

Woburn, 

MA 

Cuesta  Environmental  Inc. 

1880 

Austin, 

TX 

Cumberland  Analytical  Laboratories  Inc. 

1305 

Chambersburg, 

PA 

DCM  Science  Laboratory,  Inc. 

1258 

Lakewood, 

CO 

Daily  Analytical  Laboratories 

1322 

Peoria, 

IL 

Dames  &  Moore 

1777 

Cranford,  , 

NJ 

DataChem  Laboratories 

1534 

Salt  Lake  City, 

UT 

DataChem  Laboratories 

1917 

Cincinnati, 

OH 

DeLisle  Laboratories  Inc. 

1033 

Portage, 

MI 

DeYor  Laboratories,  Inc. 

1062 

Youngstown, 

OH 

Delta  Environmental  Consultants,  Inc. 

1966 

St.  Paul, 

MN 

Dennison  Environmental,  Inc. 

1042 

Woburn, 

MA 

Design  for  Health,  Inc. 

1864  00 

San  Diego, 

CA 

Design  for  Health,  Inc. 

1864  01 

Los  Angeles, 

CA 

Detail  Associates,  Inc. 

1030  00 

Engelwood, 

NJ 

Diversified  Environmental  ... 

1621 

Oklahoma  City, 

OK 

Dixon  Information  Inc. 

1012  00 

South  Salt  Lake, 

UT 

Dixon  Information  Inc.-  Mobile 

1012  01 

South  Salt  Lake, 

UT 

Dyer  Laboratories,  Inc. 

1267 

Torrance, 

CA 

Dynamac  International 

1843 

Rockville, 

MD 

E  &  A  Environmental  Services 

1758 

Bellflower, 

CA 

E.I.  duPont  de  Nemours  &  Company,  Inc.  ... 

1149 

Wilmington, 

NC 

EEC,  Inc. 

1088 

Raleigh, 

NC 

EG&G  Florida,  Inc.  ... 

1759 

Kennedy  Space  Center, 

FL 

EIS  Environmental  Engineers,  Inc. 

1460 

South  Bend, 

IN 
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ELB  &  Associates,  Inc. 

1115 

Chapel  Hill, 

NC 

EMS  Laboratories,  Inc. 

1218 

Pasadena, 

CA 

ENVIRONETICS  ... 

1156            .  , 

Palos  Hills, 

IL 

EPS  Analytical  Services 

1420 

Jackson, 

MS 

ERG  Environmental,  Inc. 

1951 

Birmingham, 

AL 

ERT  Testing  Services,  Inc. 

1295 

Highland  Park, 

MI 

Eagle  Industrial  Hygiene  Assoc.,  Inc. 

1536 

Huntingdon  Valley, 

PA 

Earth  Tech  Enterprises,  Inc. 

1414 

Wagoner, 

OK 

East  Coast  Analytical  Laboratory  Inc. 

1881 

South  Burlington, 

VT 

East  Texas  Testing  Laboratory,  Inc. 

1481 

Tyler, 

TX 

Eastern  Analytical  Services,  Inc. 

1646 

Elmsford,              ;  ■ 

NY 

EcoTech 

1281 

Irving, 

TX 

Ecology  and  Environment,  Inc. 

1230 

Cheektowaga, 

NY 

Electro-Analytical  Laboratories 

1901 

Oak  Park, 

IL 

Electro-Analytical,  Inc. 

1019 

Mentor, 

OH 

Electron-Microscopy  Service  ... 

1048  00 

Westmont, 

NJ 

Electron-Microscopy  Service  ... 

1048  01 

Atlanta, 

GA 

Electron-Microscopy  Service  ... 

1048  03 

San  Mateo, 

CA 

Electron-Microscopy  Service  ... 

1048  07 

Landover, 

MD 

Entek  Environmental  &  Technical  Services 

1455 

Troy, 

NY 

Entek  Laboratory 

1911 

Mabelvale, 

AR 

Enviro  Dynamics,  Incorporated 

1324 

Falls  Church, 

VA 

Enviro  Research 

1750 

New  Britain, 

CT 

Enviro-Probe,  Inc. 

1222  00 

Bronx, 

NY 

Enviro-Probe,  Inc. 

1222  01 

Edison, 

NJ 

EnviroChem 

1535 

Mobile, 

AL 

EnviroMed  Services,  Inc. 

1514 

New  Haven, 

CT 

EnviroSciences,  Inc. 

1123  . 

Spartanburg, 

SC 

EnviroSciences,  Inc. 

1128 

Raleigh, 

NC 

EnvironMETeo  Services,  Inc. 

1807             ,  . 

Waipahu, 

HI 

Environmental  Analytical  Laboratories 

1213 

Indianap)olis, 

IN 

Environmental  Analytical  Laboratories 

1214 

Marietta, 

GA 

Environmental  Analytics,  Inc. 

1878 

Houston, 

TX 

Environmental  Aspecs  Inc.  ... 

1092 

Lutz, 

FL 

Environmental  Compliance  Laboratories 

1808 

Hauppauge, 

NY 

Environmental  Consultants 

1594 

Toledo, 

OH 

Environmental  Consulting  Services,  Inc. 

1064  00 

Eugene, 

OR 

Environmental  Consulting  Services,  Inc. 

1064  01 

Tigard, 

OR 

Environmental  Enterprise  Group,  Inc. 

1587 

Russellville, 

AR 

Environmental  Evaluation  &  Lab  Svs.  Inc. 

1141 

Kalamazoo, 

MI 

Environmental  Hazards  Services,  Inc. 

1882          :  : 

Philadelphia, 

PA 

Environmental  Health  Laboratory 

1034 

Hartford, 

CT 

Environmental  Health  Laboratory 

1116 

Macon, 

GA 

Environmental  Health  Protection  ... 

1606 

Mt.  Laurel, 

NJ 

Environmental  Innovations  Corporation 

1110 

Oakland, 

CA 

Environmental  Laboratories,  Inc. 

1778 

Richmond, 

VA 

Environmental  Laboratories,  Inc. 

1860 

Tucker, 

GA 

Environmental  Management,  Inc. 

1850 

Sacramento, 

CA 

Environmental  Monitoring  &  Consulting  ... 

1087 

Somerville, 

NJ 

Environmental  Monitoring  Service,  Inc. 

1576  00 

Austin, 

TX 

Environmental  Monitoring  Service,  Inc. 

1576  01  c 

Port  Neches, 

TX 

Environmental  Protection  Systems 

1431 

Pensacola, 

FL 

Environmental  Research  Institute,  Inc. 

1232 

Tyler, 

TX 

Environmental  Salvage,  Ltd.  (ESL) 

1942 

Omaha, 

NE 

Environmental  Science  &  Engineering,  Inc 

1403 

Gainesville, 

FL 

Environmental  Science  &  Engineering,  Inc 

1408  00 

Peoria, 

IL 

Environmental  Science  &  Engineering,  Inc 

1408  01 

Chicago, 

IL 

Environmental  Science  &  Engineering,  Inc 

1829  00 

Anchorage,  . 

AK 

Environmental  Services  Division 

1410 

Greenwood, 

SC 

Environmental  Services  Inc. 

1785 

Western  Springs, 

IL 

Environmental  Testing,  Inc. 

1848         r  =  : 

Middletown, 

DE 
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Enviropact  Inc. 

1686  00 

Miami, 

FL 

Envirotest,  Inc. 

1595 

Houston, 

TX 

EssTek 

1602  00 

Wheat  Ridge, 

CO 

EssTek 

1699 

Santa  Fe  Springs, 

CA 

EssTek 

1700 

Middleburg  Heights, 

OH 

Ethyl  Corporation  ... 

1962 

Orangeburg, 

SC 

Eureka  Laboratories,  Inc. 

1320 

Sacramento, 

CA 

Evans  Environmental  &  Geological  Science  ... 

1775 

Miami, 

FL 

Exxon  Biomedical  Sciences,  Inc.  ... 

1379 

East  Millstone, 

NJ 

FLI  Environmental  Services 

1393 

Waverly, 

NY 

Fay  Goldblatt  Laboratories,  Inc. 

1090 

Skokie, 

IL 

Federal  Employee  Occupational  Health,  ... 

1593 

Denver, 

CO 

Fiber  Lab,  Inc. 

1370 

Birmingham, 

AL 

Fiberquant,  Inc. 

1031 

Phoenix, 

AZ 

Fibertec,  Inc. 

1510 

East  Lansing, 

MI 

Forensic  Analytical  Specialties,  Inc. 

1459  00 

Hayward, 

CA 

Forensic  Analytical  Specialties,  Inc.  ... 

1459  01 

Rancho  Domingues, 

CA 

Free-Col  Laboratories,  Inc. 

1023 

Meadville, 

PA 

GEO-Environmental  Services,  Inc. 

1167 

Germantown, 

MD 

GSC  Environmental  Laboratories,  Inc. 

1626 

Augusta, 

OA 

GTRI  Microscopy  Research  Laboratory 

1390 

Atlanta, 

OA 

Gabriel  Laboratories,  Ltd. 

1052 

Chicago, 

IL 

Galson  Technical  Services,  Inc. 

1375 

E.  Syracuse, 

NY 

Galson  Technical  Services,  Inc. 

1404  00 

Plymouth  Meeting, 

PA 

Galson  Technical  Services,  Inc. 

1404  01 

Berkeley, 

CA 

Gannett  Fleming,  Inc.  ... 

1475 

Camp  Hill, 

PA 

Garrett  &  Associates 

1348  00 

Dallas, 

TX 

Garrett  &  Associates 

1348  01 

Waco, 

TX 

Gelles  Laboratories,  Inc. 

1170 

Columbus, 

OH 

Gemini  Petrographic  Investigations 

1259 

Novate, 

CA 

General  Motors  Industrial  Hygiene 

1762 

Warren, 

MI 

Geo-Environmental  Services,  Inc. 

1001 

Atlanta, 

GA 

Geotechnical-Environmental  Labs.,  Inc. 

1748 

Austin, 

TX 

Glomar  Corporation 

1275 

Long  Island  City, 

NY 

Granite  City  Steel  Company  ... 

1862 

Granite  City, 

IL 

HAZTOX,  Inc. 

1368 

Meridian, 

ID 

HAZTOX/Greenway  Environmental  Systems 

1631 

Seattle, 

WA 

HECo  Safety  Division  ... 

1740 

Honolulu, 

HI 

HMMI  —  Analytical  Services  Division 

1809 

Madison, 

WI 

HTI  Laboratories  and  Industrial  ... 

1236  00 

Denver, 

CO 

HTI  Laboratories  and  Industrial  ... 

1236  01 

Tempe, 

AZ 

HTI  Research  and  Training  Institute,  Inc 

1236  02 

Denver, 

CO 

Hall-Kimbrell  Environmental  Services  Inc 

1342  02 

Honolulu, 

HI 

Hall-Kimbrell  Environmental  Services  Inc 

1342  03 

Flushing, 

NY 

Hanby  Analytical  Laboratories,  Inc. 

1482  00 

Houston, 

TX 

Hanby  Analytical  Laboratories,  Inc. 

1482  01 

Houston 

TX 

Hanford  Environmental  Health  ... 

1058  00 

Richland, 

WA 

Hanford  Environmental  Health  ... 

1058  01 

Richland, 

WA 

Hanlon  Laboratories 

1770 

Sacramento, 

CA 

Harmon  Engineering  Associates,  Inc. 

1018 

Auburn, 

AL 

Havens  Laboratories,  Inc. 

1705 

Charlottesville, 

VA 

Hayden  Environmental  Group,  Inc. 

1774 

Miamisburg, 

OH 

Hazardous  Waste  Engineering  Consultants 

1102  06 

Ossining, 

NY 

Hazcon,  Inc. 

1106 

Seattle, 

WA 

Hazcon,  Inc. 

1132 

Portland, 

OR 

Health  &  Hygiene,  Inc. 

1159 

Greensboro, 

NC 

Health  Science  Associates 

1384 

Los  Alamitos, 

CA 

Healthy  Buildings  International  Lab-USA 

1861 

Fairfax, 

VA 

Hillmann  Environmental  Company 

1421  00 

Union, 

NJ 

Hillmann  Environmental  of  CA,  Inc. 

1421  02 

Long  Beach, 

CA 

Hillmann  Environmental  of  Florida,  Inc. 

1421  01 

Tampa, 

FL 
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Huey,  Martin  &  Associates,  Inc. 

1707 

Alexandria, 

LA 

Hunter,  Inc. 

1560 

Lincoln, 

MA 

Hygeia  Environmental  Laboratories,  Inc. 

1011  00 

Waltham, 

MA 

Hygeia  Environmental  Laboratories,  Inc. 

1011  01 

New  York, 

NY 

Hygeia  Environmental  Laboratories,  Inc. 

1011  02 

Utica, 

NY 

Hygeia  Environmental  Laboratories,  Inc. 

1344 

Sierra  Madre, 

CA 

Hygenix,  Inc. 

1199 

Stamford, 

cr 

Hygienetics  Analytical  Services,  Inc. 

1147 

Boston, 

MA 

i-TEM,  Ltd. 

1003 

Frederick, 

MD 

IHI  Kemron,  Inc. 

1168 

Novi, 

MI 

IIT  Research  Institute 

1336 

Chicago, 

IL 

ITL/Bascor 

1072  01 

Chicago, 

IL 

Ideal  and  Associates  Environmental  ... 

1239 

Bloomington, 

IL 

Illinois  Department  of  Public  Health  ... 

1196 

Chicago, 

IL 

Independent  Asbestos  Labs,  Inc. 

1101 

East  Syracuse, 

NY 

Independent  Testing  &  Consultation,  Inc. 

1721 

Holmdel, 

NJ 

Industrial  Compliance  South  Central,  Inc 

1162  00 

Dallas, 

TX 

Industrial  Compliance  West,  Inc. 

1162  02 

North  Hollywood, 

CA 

Industrial  Environmental  Consult.,  Ltd. 

1215 

East  Lansing, 

MI 

Industrial  Hygiene  &  Safety  ... 

1634 

Carrollton, 

TX 

Industrial  Hygiene  Laboratory 

1528 

Nutley, 

NJ 

Industrial  Hygiene/New  England,  Inc. 

1827  00 

Biddeford, 

ME 

Industrial  Hygiene/New  England,  Inc. 

1827  01 

Bangor, 

ME 

Industrial  Testing  Laboratories 

1592 

New  York, 

NY 

Industrial  Testing  Laboratories,  Inc. 

1072  00 

St.  Louis, 

MO 

Industrial  and  Environmental  ... 

1005 

Billerica, 

MA 

Institute  for  Environmental  Assessment 

1249 

Anoka, 

MN 

International  Academy  of  Hi-Tech  ... 

1550 

Arnold, 

MD 

International  Asbestos  Testing  Labs 

1165               ■ ' 

Maple  Shade, 

NJ 

International  Technology  Analytical  ... 

1139  00 

Cincinnati, 

OH 

Interscience  Research,  Inc. 

1257 

Norfolk, 

VA 

J.M.  Cohen,  Inc. 

1041 

San  Mateo, 

CA 

JACA  Corf)oration 

1278 

Fort  Washington, 

PA 

JLC  Environmental  Consultants  Inc. 

1953 

New  York, 

NY 

Jimmie  Ann  Bolton 

1735 

Austin, 

TX 

John  Mathes  &  Associates,  Inc. 

1192 

Columbia, 

IL 

KEMRON  Environmental  Services,  Inc. 

1070 

Huntington  Sta., 

NY 

Kansas  Dept.  of  Health  &  Environment  ... 

1866            '  ' 

Topeka, 

KS 

Kaselaan  &  D'Angelo  Associates,  Inc. 

1263 

Haddon  Heights, 

NJ 

Kaselaan  &  D'Angelo  Associates,  Inc. 

1643 

Marina  Bay, 

MA 

Kellco  Services,  Inc. 

133100 

Fremont, 

CA 

Kellco  Services,  Inc. 

1331  01 

Sacramento, 

CA 

Kevco  Services,  Inc. 

1941 

Butler, 

PA 

LEE-V  Asbestos  Consultants,  Inc. 

1940  00 

Arlington, 

TX 

Laboratory  Resources,  Inc.  ... 

1355 

Bethlehem, 

PA 

Laboratory  Testing  Services,  Inc. 

1332 

Westbury, 

NY 

Lancaster  Laboratories,  Inc. 

1084 

Lancaster, 

PA 

Larron  Laboratory 

1415 

Cape  Girardeau, 

MO 

Law  Associates,  Inc. 

1113 

Kennesaw, 

GA 

Law  Engineering 

1226 

Charlotte, 

NC 

Law  Engineering 

1847 

Chantilly, 

VA 

Law  Engineering,  Inc. 

1066 

Birmingham, 

AL 

Law  Engineering,  Inc. 

1152  00 

Houston, 

TX 

Law  Engineering,  Inc. 

1152  01 

Phoenix, 

AZ 

Law  Engineering,  Inc. 

1515 

Tampa, 

FL 

Lee,  Knuckles  Micro  Labs  and  Consultants 

1940  01 

Arlington, 

TX 

Los  Angeles  City,  Dept.  of  Water  &  Power 

nil 

Los  Angeles, 

CA 

Los  Angeles  Unified  School  District  ... 

1505 

Los  Angeles, 

CA 

Lozier  Laboratories,  Inc. 

1256              .  , 

Rochester, 

NY 

Lyle  Laboratories 

1441 

Columbus, 

OH 

M.A.C.S.  Lab,  Inc. 

1948  00 

Santa  Clara, 

CA 
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MDS  Laboratories 

1262 

PA 

META,  Inc. 

1792 

IVO 

MacDonald  Research  Group,  Inc. 

1247 

Milw3uk66 

WI 

MacNeil  Environmental  Inc. 

1935 

Bumsvillc 

MN 

Marine  Chemist  Service,  Inc. 

1425 

Newport  News, 

VA 

Marshall  Environmental  Management,  Inc. 

1260 

OK 

Martin  Marietta  Energy  Systems,  Inc.  ... 

1383 

Piketon 

OH 

Massachusetts  Commonwealth  ... 

1193 

West  Newton 

MA 

Massachusetts  Materials  Research 

1541 

West  Boylston, 

MA 

Materials  Analytical  Services,  Inc. 

1235  00 

Norcross, 

GA 

Materials  Analytical  Services/Germany 

1235  02 

Frankfurt, 

GERMANY 

Materials  Testing  Consultants,  Inc. 

1754 

Grand  Rapids, 

MI 

Maxim  Engineers,  Inc. 

1091 

Dallas, 

TX 

McClara  Laboratory 

1783 

kJOVl  dill  VII 

McClelland  Management  Services,  Inc. 

1148 

Houston, 

TX 

McKee  Environmental  Health  Services 

1135 

Houston 

TX 

McMaster  University,  Occup.  Health  Lab. 

1511 

Hamilton  Ontario 

CANADA 

Med-Tox  Associates,  Inc. 

1229  00 

San  F)ipiTo 

CA 

Med-Tox  Associates,  Inc. 

1229  01 

Seattle 

WA 

Medlab  Environmental  Testing,  Inc. 

1708 

Wilmington, 

DE 

Metro  Service  Laboratories,  Inc. 

1399 

Louisville 

KY 

Michigan  State  University  ... 

1931 

Hast  Lansing, 

MI 

Micro  Air,  Inc. 

1221  00 

Indianapolis, 

IN 

Micro  Air,  Inc.  -  Mobile  Facility 

1221  01 

Indianapolis, 

IN 

Micro  Analytical  Laboratories,  Inc. 

1151 

Gainesville, 

FL 

Micro  Analytical  Laboratories,  Inc. 

1872 

Emeryville, 

CA 

Micro  View  Consulting 

1195 

Akron 

OH 

Micro-Fiber  Laboratories,  Inc. 

1075 

Northbrook, 

IL 

Micro-Methods,  Inc. 

1538 

Ocean  Springs, 

MS 

Microanalysis  Laboratory,  Inc. 

1734 

Dallas, 

TX 

Microanalysis  Laboratory,  PEI/DFW 

1139  01 

DFW  Airport, 

TX 

Microanalytical  Services,  Incorporated 

1354 

Pasadena, 

CA 

Microbac  Laboratories,  Inc.  ... 

1035  00 

Erie 

PA 

Microbac  Mid-Atlantic 

1035  02 

Newp)ort  News, 

VA 

Microlab  Northwest 

1089 

Redmond 

WA 

Microscopic  Analysis,  Inc. 

1037 

St.  Louis 

MO 

Microtec  Laboratories,  Inc. 

1813  00 

Hridgman, 

MI 

Microtec  Laboratories,  Inc.  ... 

1813  01 

Bridgman, 

MI 

Midwestern  Testing  Labs,  Inc. 

1706 

Fairfield, 

lA 

Monarch  Analytical  Laboratories,  Inc. 

1163 

Toledo, 

OH 

Monroe  Monitoring  &  Analysis,  Inc. 

1647 

Rochester 

NY 

Mountain  Laboratories 

1890 

\lissoula 

MT 

Mountaineer  Testing  Laboratories,  Inc. 

1784 

Lewisburg, 

WV 

Mystic  Air  Quality  Consultants,  Inc. 

1282 

Groton 

CT 

NAC  Corjwration 

1503 

Bend, 

OR 

NATLSCO 

1446 

Long  Grove, 

IL 

NET  Atlantic-  Technical  Services  Div. 

1077 

East  Syracuse, 

NY 

NET  Midwest,  Inc. 

1437  00 

Cedar  Falls 

lA 

NET  Midwest,  Inc. 

1437  01 

Dayton, 

OH 

NIOSH  ... 

1100 

Cincinnati, 

OH 

NOVA  Environmental  Services  Inc. 

1545 

Chaska, 

MN 

NSI-ES  Analytical  Services  Laboratory 

1509 

Research  Triangle  Park, 

NC 

NTH  Consultants,  Ltd. 

1933 

Farmington  Hills, 

MI 

NUS  Corporation 

1233 

Houston 

TX 

Nassau  County  Dept.  of  Health  ... 

1812 

Hempstead, 

NY 

National  Asbestos  Consultants,  Inc. 

1427 

Oklahoma  City, 

OK 

National  Asbestos  Laboratories,  Inc. 

1038 

San  Leandro 

CA 

National  Enforcement  Investigations  ... 

1703 

Denver, 

CO 

National  Environmental  Services,  Inc. 

1771 

Tucson, 

AZ 

National  Testing  Laboratories,  Inc. 

1428 

Long  Island  City, 

NY 

Nebraska  Department  of  Health  Labs 

1842 

Lincoln, 

NE 

i^cw  ndinpaiiirc  L/iviisiun  ui  r udiil  ncdiui  ... 

1 1 97 

Concord, 

Nrl 

1991  NVLAP  DIRECTORY  -  Page  38 

(See  "How  To  Use  This  Directory"  on  page  7.) 

INDEX  B.    LISTING  BY  FIELD  OF  TESTING  (continued) 


NVLAP 

LABORATORY  NAME  LAB  CODE  CITY  STATE 


New  Jersey  State  Department  of  Health  ... 
New  Mexico  State  University  ... 
New  York  City  Asbestos  Control  Program  . 
New  York  City  Department  of  General  ... 
New  York  City,  Department  of  Sanitation  . 
North  American  Analytical  Labs.,  Inc. 
North  Atlantic  Laboratories 
Northeast  Environmental  Testing  ... 
Northeast  Test  Consultants 
Northeastern  Analytical  Corporation 
Northern  Testing  Laboratories 
Northern  Testing  Laboratories 
Northland  Environmental  Services,  Inc. 
Northrop  Corporation  ... 
Northwest  Envirocon,  Inc. 
Norwich  Laboratories  Inc. 
OBG  Laboratories,  Inc. 
OMC,  Inc. 

ORTECH  International 

Occupational  Health  Technologies,  Inc. 

Occupational  Hygiene  Inc. 

Occupational  Safety  and  Health  ... 

Oklahoma  State  Department  of  Health  ... 

Omega  Environmental  Services,  Inc. 

Oneil  M.  Banks,  Inc. 

Oregon  Analytical  Laboratory  " 

PACE  Laboratories,  Inc. 

PACE,  Inc. 

PACE,  Inc. 

PACE,  Incorporated  ... 

PAT  Services 

PBS  Environmental 

PENNRUN  Corporation 

PMK,  Ferris  and  Perricone,  Inc. 

PSI-  Hall  Kimbrell  Environmental  Srvcs. 

Pacific  Environmental  Services,  Inc. 

Pacific  Gas  and  Electric  Company  ... 

Paradigm  Environmental  Services,  Inc. 

Parkland  Laboratories 

Particle  Data  Laboratories 

Particle  Diagnostics,  Inc.      '  ' 

Peach  Laboratories,  Inc. 

Pedneault  Associates,  Inc. 

Pennsylvania  DER  Bureau  of  Laboratories 

Pensacola  P.O.C.,  Inc. 

Phillips  66  Company  ... 

Phillips  Petroleum  Company  ... 

Phoenix  Environmental  Laboratories 

Phoenix  Safety  Associates,  Ltd. 

Pinchin  &  Associates  Ltd. 

Pinchin  Harris  Holland  Associates,  Ltd. 

Pinchin  Harris  Holland  Associates,  Ltd. 

Powell  Environmental  Services,  Inc. 

Precision  Micro-Analysis 

Precision  Testing  Laboratory,  Inc. 

Prezant  Associates,  Inc. 

Princeton  Testing  Laboratory 

Pro-Ac  Asbestos  Services 

Probe  Testing  Laboratory 

Professional  Lab  Services,  Inc. 

Professional  Service  Industries,  Inc. 

Professional  Service  Industries,  Inc. 


1876 
1225 
1888 
1501 
1683 
1782 
1944 
1552 
1565 
1333 
1463  00 

1463  01 
1158 
1751 
1869 
1146 
1343 
1382 
1483 
1436 
1715 
1729 
1579 
1289 
1367 
1080 

1464  02 
1464  00 
1464  01 
1131 
1811 
1910 
1369 
1301 
1970 
1190 
1469 
1819 
1814 
1586 
1059  00 
1529 
1177  00 
1323 
1508 
1500 
1280 
1479 
1791 
1270 
1675  00 
1675  01 
1622 
1656 
1580 
1886 
1311  00 
1585 
1873 
1906 
1129 
1173 


Trenton, 

Las  Cruces, 

New  York,  i 

New  York, 

New  York, 

Abilene, 

Bohemia, 

Cranston, 

Westbrook, 

Marlton, 

Fairbanks, 

Anchorage, 

Stevens  Point, 

Hawthorne, 

Vancouver, 

Amherst, 

Syracuse, 

Lanham, 

Mississauga,  Ontario, 
Colorado  Springs, 
Dallas, 
Bixby, 

Oklahoma  City, 

Hackensack, 

Bel  Air, 

Beaverton, 

Novato, 

Minneapolis, 

Tampa, 

Golden, 

Creve  Coeur, 

Portland, 

Pittsburgh, 

Hillside, 

Walnut, 

Herndon, 

San  Ramon, 

Rochester, 

Springfield, 

Elmhurst, 

San  Diego, 

Gibsonia, 

Bohemia, 

Harrisburg, 

Pensacola, 

Borger, 

Bartlesville, 

Nashville, 

New  York, 

Mississauga,  Ontario, 

Burnaby,  B.C., 

Edmonton,  Alberta, 

Delanco, 

Sacramento, 

Moore, 

Seattle, 

Princeton,  < 
Cincinnati, 
El  Paso, 
Springfield, 
Salt  Lake  City, 
Albany, 


NJ 

NM 

NY 

NY 

NY 

TX 

NY 

RI 

ME 

NJ 

AK 

AK 

WI 

CA 

WA 

MA 

NY 

MD 
CANADA 

CO 

TX 

OK 

OK 

NJ 

MD 

OR 

CA 

MN 

FL 

CO 

IL 

OR 

PA 

NJ 

CA 

VA 

CA 

NY 

IL 

IL 

CA 

PA 

NY 

PA 

FL 

TX 

OK 

TN 

NY 
CANADA 
CANADA 
CANADA 

NJ 

CA 

OK 

WA 

NJ 

OH 

TX 

IL 

UT 

NY 
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Professional  Service  Industries,  Inc. 

1342  00 

Lawrence, 

KS 

Professional  Service  Industries,  Inc.  ... 

1350 

Pittsburgh, 

PA 

Professional  Service  Industries,  Inc. 

1472 

Portland, 

OR 

Professional  Service  Industries,  Inc. 

1635 

Miami, 

FL 

Professional  Testing  Laboratories,  Inc. 

1929 

Port  Washington, 

■  NY 

Public  Service  Testing  Laboratories,  Inc 

1435 

Woodside, 

NY 

Puget  Sound  Naval  Shipyard 

1539 

Bremerton, 

WA 

Quality  Analytical  Services,  Inc. 

1366 

Raleigh, 

NC 

Quest  Environmental 

1493 

Anchorage, 

R.C.G.  BOCES  Environmental  Laboratory 

1002 

Brookview, 

■  NY,  . 

RCM  Laboratories,  Inc. 

1853 

Brookfield, 

,  .  IL-,,;  -. : 

RJ  Lee  Group,  Inc. 

1208  00 

Monroeville, 

PA 

RJ  Lee  Group,  Inc.  ... 

1208  01 

Grand  Island, 

NY 

RJ  Lee  Group,  Inc.  ... 

1208  02 

Berkeley, 

CA 

RJ  Lee  Group,  Inc.  ... 

1208  03 

Manassas, 

RJ  Lee  Group,  Inc.  ... 

1208  04 

Raleigh, 

NC 

Raba-Kistner  Consultants,  Inc. 

1298 

San  Antonio, 

TX 

Rainbow  Envirochem,  Inc. 

1710 

Lenexa, 

KS 

Ramsey-Schilling  Consulting  Group,  Inc.  ... 

1628 

Overland  Park,  , 

KS 

Reed  City  Hospital 

1692 

Reed  City, 

■.  MI. 

Reed  Environmental  Services 

1096 

Covington,  — 

KY 

Reynold's  Electrical  &  Engineering  Co. 

1738 

Las  Vegas, 

NV 

Riverside  County  Department  of  Health 

1145 

Riverside, 

CA 

Roy  F.  Weston,  Inc. 

1254  00 

Auburn, 

AL 

Roy  F.  Weston,  Inc. 

1254  01 

1         n|                     *  Til 

Carle  Place,  Long  Island, 

NY 

Roy  F.  Weston,  Mobile  Facility 

1254  02 

Auburn, 

AL 

S.C.  Department  of  Health  &  Env.  Control  ... 

1572 

Columbia, 

SC 

S.E.A.,  Inc. 

1223 

Columbus, 

OH 

SE  Technologies,  Inc. 

1893 

Bridgeville, 

PA 

SSI  Services,  Inc. 

1693 

Arnold  AFB, 

TN     ti  M, 

SSM/Laboratories 

1112 

Reading, 

PA 

Safety  Underwriters  Laboratory,  Inc. 

1588 

Birmingham, 

AL 

San  Francisco  Department  of  Public  HIth.  ... 

1897 

San  Francisco, 

CA 

Schneider  Laboratories,  Inc. 

1150 

Richmond, 

VA 

Schweiger  &  Associates,  Inc. 

1796 

Marietta, 

GA 

Schwein/Christensen  Laboratories,  Inc. 

1284 

Lafayette,  i 

CA 

Scientific  and  Environmental  ... 

1185 

Blacksburg, 

VA 

Sea,  Earth,  &  Air  Environmental  ... 

1069 

Chicago, 

Shelburne  Laboratories 

1025 

Rockland, 

MA 

Shell  Development  Company  ... 

1701 

Houston, 

1 A 

Sierra  Technical  Services,  Inc. 

1465 

Ann  Arbor, 

MI 

Smith-Emery  Company 

1473 

Los  Angeles, 

CA 

Sonoran  Desert  Laboratories,  Inc. 

1769 

Tucson, 

AZ 

South  Carolina  Dept.  of  Health  and  ... 

1474 

Columbia,  i 

SC 

South  Coast  Air  Quality  Management  Dist. 

1567 

El  Monte, 

CA  n 

Southeastern  Marine  Chemists  Inc.  ... 

1632 

Jacksonville, 

FL 

Southern  California  Gas  Company  ... 

1957 

Los  Angeles, 

CA 

Southwest  Hazard  Control,  Inc. 

1747 

Tucson, 

AZ 

Southwestern  Laboratories,  Inc. 

1502  00 

Houston, 

TX 

Southwestern  Laboratories,  Inc.  —  Dallas 

1502  01 

Dallas, 

TX 

Southwestern  Public  Service  Company  ... 

1303 

Amarillo, 

TX 

Specialized  Assays,  Inc. 

1021 

Nashville, 

TN 

St.  Louis  County  Health  Department ... 

1506 

Clayton, 

MU 

Standard  Testing  &  Engineering  Company 

1053  00 

Uklanoma  City, 

UK. 

Standard  Testing  &  Engineering  Company 

1053  02 

Harahan, 

T  A 

LA 

Stanley  Engineering,  Inc.  ... 

1568 

Oklahoma  City, 

OK 

Stat  Analysis  Corporation 

1202 

Chicago, 

IL 

State  of  Maryland,  Air  Quality  Lab. 

1523 

Baltimore, 

MD 

Stiers  Electron  Microscopy,  Inc. 

1875 

Oklahoma  City, 

OK 

Stilson  Laboratories,  Inc. 

1060 

Columbus, 

OH 

Structure  Probe  Inc. 

1780 

West  Chester, 

PA 

Suburban  Environmental  Consultants  Ltd. 

1727 

Homewood, 

IL 
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Suffolk  County  Public  &  Env.  Health  Lab  ... 

1358 

Hauppauge, 

NY 

Sun  City  Analytical,  Inc. 

1870 

El  Paso, 

TX 

Sunbelt  Associates,  Inc. 

1157 

New  Orleans, 

LA 

Survey  Management  and  Design 

1772 

Fargo, 

ND 

T.J.  White's  Environmental  Management ... 

1926 

Scottsdale, 

AZ 

TAKA  Asbestos  Analytical  Services,  Inc. 

1724 

Northport, 

NY 

TC  Analytics,  Inc. 

1672 

Norfolk, 

VA 

TEI  Environmental,  Inc. 

1334 

Greensboro, 

NC 

TEM  Analytics,  Inc. 

1828 

Tucson, 

AZ 

TEM,  Incorporated  ■'. 

1130 

Glen  Ellyn, 

IL 

TMA/Norcal 

1191 

Richmond, 

CA 

TRC  Environmental  Consultants  Inc. 

1424 

East  Hartford, 

CT 

TRI  Environmental,  Inc. 

1153 

Austin, 

TX 

TTL,  Inc. 

1779 

Tuscaloosa, 

AL 

Taylor  Environmental  Group,  Inc. 

1712 

Floral  Park, 

NY 

Technology  Serving  People,  Inc. 

1082 

Houston, 

TX 

Tennessee  State  -  Public  Health  Lab.  ... 

14% 

Knoxville, 

TN 

Testing  Engineers  &  Consultants,  Inc. 

1489  00 

Troy, 

MI 

Testing  Engineers  &  Consultants,  Inc. 

1489  01 

Ann  Arbor, 

MI 

Testing  Engineers  &  Consultants,  Inc. 

1489  02 

Lansing, 

MI 

Testwell  Craig  Laboratories  of  ... 

1102  01 

Albany, 

NY 

Testwell  Craig  Laboratories  of  CT,  Inc. 

1102  02 

Bethel, 

CT 

Testwell  Craig  Laboratories  of  NJ,  Inc. 

1102  03 

Fairfield, 

NJ 

Testwell  Craig  Laboratories,  Inc. 

1102  00 

Ossining, 

NY 

Testwell  Craig  Laboratories,  Inc. 

1102  10 

Burlington, 

MA 

Testwell  Craig  Labs  of  Florida 

1102  05 

Miami, 

FL 

Testwell  Craig  Liu,  Inc. 

1102  11 

Chicago, 

IL 

Testwell  Craig  Mobile  Lab 

1102  09 

Ossining, 

NY 

Testwell  Craig  Peters  Testing  Labs.,  Inc 

1102  07 

East  Syracuse, 

NY 

Testwell  Craig  Testing  Labs.,  Inc. 

1102  08 

Mays  Landing, 

NJ 

Texaco  Chemical  Co.,  PTS  Laboratory 

1432 

Port  Neches, 

TX 

Texas  Department  of  Health 

1287 

Austin, 

TX 

The  Hartford  Steam  Boiler  Inspection  and  ... 

1491 

Hartford, 

CT 

The  Hartford  Steam  Boiler  Inspection  and  ... 

1542  00 

Houston, 

TX 

The  Ohio  Dept.  of  Health  Laboratories 

1818 

Columbus, 

OH 

The  Travelers  Loss  Prevention  ... 

1555 

Hartford, 

CT 

Thermo  Analytical  Inc.,  TMA/ARLI 

1095 

Monrovia, 

CA 

Thermo  Analytical,  Inc./ERG 

1849 

Ann  Arbor, 

MI 

Thornton  Laboratories,  Inc. 

1325 

Tampa, 

FL 

ToxScan,  Inc./Control  Laboratories,  Inc. 

1413 

Watsonville, 

CA 

Tracor  Technology  Resources,  Inc. 

1205 

Rockville, 

MD 

Tremco  Inc.,  Roofing  Division 

1188 

Cleveland, 

OH 

Tri-State  Laboratories,  Inc. 

1008 

Youngstown, 

OH 

Truesdail  Laboratories,  Inc. 

1518 

Tustin, 

CA 

Twin  City  Testing  Corporation 

1085 

St.  Paul, 

MN 

Twin  Ports  Testing,  Inc. 

1619 

Superior, 

WI 

U.S.  Army  Environmental  Hygiene  Agency 

1599 

Aberdeen  Proving  Ground, 

MD 

USAF  Occupational  &  Enviro.  Health  Lab.  ... 

1046 

Brooks  Air  Force  Base, 

TX 

United  Analytical  Sei^ices,  Inc. 

1732 

Hillside, 

IL 

United  States  Testing  Company,  Inc. 

1074 

Hoboken, 

NJ 

United  States  Testing  Company,  Inc.  ... 

1591 

San  Diego, 

CA 

United  States  Testing  Company,  Inc. 

1955 

Woodland  Hills, 

CA 

Unitek  Environmental  Consultants,  Inc. 

1607 

Honolulu, 

HI 

University  of  Iowa  ... 

1288 

Iowa  City, 

lA 

University  of  Missouri  -  Kansas  City  ... 

1394 

Kansas  City, 

MO 

University  of  Texas,  Health  Center  ... 

1231 

Tyler, 

TX 

University  of  Washington  ... 

1617 

Seattle, 

WA 

VA  Asbestos  Analysis  Laboratory  ... 

1405 

St.  Louis, 

MO 

Versar  Laboratories,  Inc. 

1122 

Springfield, 

VA 

Volz  Environmental  Services,  Inc. 

1269 

Pittsburgh, 

PA 

WKP  Laboratories  Inc. 

1950 

Ossining, 

NY 

Wadsworth/ALERT  Laboratory 

1429 

Cleveland, 

OH 
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Waldemar  S.  Nelson  and  Company,  Inc. 

1570 

New  Orleans, 

LA 

Walker  &  Ward,  Inc. 

1658 

Evansville, 

IN 

Washington  Analytical  Lab  of  VA,  Inc. 

1093  00 

Chantilly, 

VA 

Washington  Analytical  Lab  of  VA,  Inc.  ... 

1093  01 

Chantilly, 

VA 

Wausau  Insurance  Companies  ... 

1079 

Wausau, 

WI 

West  Allis  Memorial  Hospital  ... 

1661 

West  Allis, 

WI 

West-Paine  Laboratories,  Inc. 

1468 

Baton  Rouge, 

LA 

Western  Technologies  Asbestos  Laboratory 

1073 

Phoenix, 

AZ 

Westinghouse  Env,  &  Geotech.  Svcs.,  Inc.  ... 

1874  01 

Soldotna, 

AK 

Westinghouse  Environmental  and  ... 

1047  00 

Mt.  Pleasant, 

SC 

Westinghouse  Environmental  and  ... 

1047  02 

Charlotte, 

NC 

Westinghouse  Environmental  and  ... 

1047  03 

Tampa, 

FL 

Westinghouse  Environmental  and  ... 

1047  06 

Atlanta, 

GA 

Westinghouse  Environmental  and  ... 

1047  07 

Altamonte  Springs, 

FL 

Westinghouse  Environmental  and  ... 

1874  00 

Richland, 

WA 

Wisconsin  Occupational  Health  Laboratory 

1109 

Madison, 

WI 

Wright  Lab  Services,  Inc. 

1532 

Middletown, 

PA 

Zimmerlin  Consulting  Group 

1330  00 

Hilliard, 

OH 

Zimmerlin  Consulting  Group 

1330  01 

Indianapolis, 

IN 

CARPET  TESTING 

American  Carpet  Laboratories,  Inc. 

0139 

Ringgold, 

GA 

Bentlcy  Testing  Laboratory 

0288 

La  Puente, 

CA 

Burlington  Industries  ... 

0324 

Rabun  Gap, 

GA 

Certified  Testing  Laboratories,  Inc. 

0108 

Dalton, 

GA 

Chisholm  Trail  Testing  &  ... 

0160 

Decatur, 

TX 

Commercial  Testing  Company 

0120 

Dalton, 

GA 

Coronet  Industries,  Inc. 

0190 

Dalton, 

GA 

E.  I.  duPont  de  Nemours  &  Co.,  Inc. 

0334 

Dalton, 

GA 

Galaxy  Carpet  Mills,  Inc. 

0163 

Chatsworth, 

GA 

Hardwood  Plywood  Manufacturers  Assn. 

0151 

Reston, 

VA 

Hollytex  Carpet  Mills,  Inc. 

0247 

Anadarko, 

OK 

Independent  Textile  Testing  ... 

0166 

Dalton, 

GA 

Karastan  Bigelow  ... 

0156 

Lyerly, 

GA 

Karastan  Bigelow 

0178 

Eden, 

NC 

Professional  Testing  Laboratory,  Inc. 

0297 

Dalton, 

GA 

Salem  Carpet  Laboratory 

0221 

Ringgold, 

GA 

oilaw  Hiuusirics,  inc.  ... 

L./dl  lUI  1, 

Sponge-Cushion,  Inc. 

UZoV 

Morris, 

II 

United  States  Testing  Company,  Inc.  ... 

UlUO 

Los  Angeles, 

World  Carpets,  Inc. 

0197 

Dalton, 

GA 

COMMFRCIAI  PRODUCTS  TESTING 

Paints  ana  Related  Coatings  ana  Materials 

Calcoast  Analytical  Labs 

0292 

Emeryville, 

CA 

D/L  Laboratories 

0252 

New  York, 

NY 

Dallas  Laboratories,  Inc. 

L>aiias, 

XY 
1  A 

Morton  Analytical  Services 

0263 

Colton, 

CA 

Paner  and  Rpl/itpd  Prfuiiictv 

Champion  International  Corporation 

0291 

West  Nyack, 

NY 

MacMillan  Bloedel  Inc.  ... 

0259 

Pine  Hill, 

AL 

Weyerhaeuser  Technology  Center 

0265 

Tacoma, 

WA 

Plastics 

Dallas  Laboratories,  Inc. 

0329 

Dallas, 

TX 

Seals  and  Sealants 

D/L  Laboratories 

0252 

New  York, 

NY 

Dallas  Laboratories,  Inc. 

0329 

Dallas, 

TX 

Garco  Testing  Laboratories 

0195 

Salt  Lake  City, 

UT 
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COMPUTER  APPLICATIONS  TESTING 

BBN  Communications  Test  Net 

0306 

Cambridge, 

MA 

Data  Systems  Analysts,  Inc. 

0336 

Fairfax, 

VA 

Digital  Equipment  Corporation  ... 

0349 

Littleton, 

MA 

Downey,  Dalton,  Inc. 

0310 

Boston, 

MA 

J.  G.  Van  Dyke  &  Associates,  Inc. 

0305 

Columbia, 

MD 

Science  Applications  International  Corp.  ... 

0331 

Dayton, 

OH 

CONSTRUCTION  TESTING  SERVICES 

Allied  Testing  Laboratories,  Inc. 

0312 

Springfield, 

MA 

American  Testing  Laboratories,  Inc. 

0146 

Lancaster, 

PA 

Atlantic  Testing  Laboratories,  Limited 

0177 

Cicero, 

NY 

Briggs  Associates,  Inc. 

0314 

East  Granby,  ; 

CT 

City  of  San  Jose  ... 

0325 

San  Jose, 

CA 

County  of  Fairfax/Dept.  of  Env.  Mgmt.  ... 

0338 

Springfield, 

VA 

Eastern  National  Enterprises  Inc. 

0315 

New  Britain, 

CT 

Engineering  Consulting  Services,  Ltd. 

0298 

Chantilly, 

VA 

Engineers  International,  Inc. 

0287 

Westmont, 

IL 

PairfiplH  Tp<;tin(y  T  ahnratnrv  Jr\c* 

0317 

Stamford, 

CT 

Fairway  Testing  Company,  Inc. 

0340 

Stony  Point, 

NY 

Garco  Testing  Laboratories 

0195 

Salt  Lake  City, 

UT 

Genstar  Stone  Products  Company 

0141 

Hunt  Valley, 

MD 

11^  i—iM—/  iVl dlt  1  IdlS    IWALil Ig  M^jOUt 

0321 

Idaho  Falls, 

ID 

0316 

Plainville, 

CT 

T  aw  Fnpinpprinty  Inc 

0326 

Phoenix, 

AZ 

Malcolm  Pimip  Inc 

0318 

Orchard  Park, 

NY 

Materials  Testing,  Inc. 

0320 

Milford, 

CT 

Mirza  Engineering  Inc. 

0311 

Chicago, 

IL 

New  Haven  Testing  Laboratory,  Inc. 

0319 

New  Haven, 

CT 

Professional  Service  Industries,  Inc. 

0183 

Hillside, 

IL 

Professional  Service  Industries,  Inc. 

0309 

Bloomfield, 

cr 

R.  F.  Geisser,  Inc. 

0335 

East  Providence, 

RI 

STS  Consultants,  Ltd. 

0191 

Northbrook, 

IL 

Testwell  Craig  Laboratories  of  CT,  Inc. 

0308  00 

Danbury, 

CT 

Testwell  Craig  Laboratories  of  CT,  Inc. 

0308  01 

Middletown, 

C  I 

The  H.C.  Nutting  Company 

0131 

Cincinnati, 

OH 

Washington  Metropolitan  Area  Transit ... 

0313 

Washington, 

ELECTROMAGNETIC  COMPATIBILITY  AND  TELECOMMUNICATIONS 

FCC  Test  Methods 

AT&T  EMC  Laboratory 

0275 

Holmdel, 

NJ 

Akzo  Japan  Limited 

0290  00 

Tokyo,  ,. 

JAPAN 

Akzo  Japan  Limited 

0290  01  -•. 

Kanagawa, 

JAPAN 

Akzo  Japan  Limited 

0290  02 

Shizuoka, 

JAPAN 

Akzo  Japan  Limited 

0290  03 

Nagano, 

JAPAN 

Akzo  Japan  Limited 

0290  04 

Kanagawa, 

JAPAN 

Akzo  Japan  Limited 

0290  05 

Tochigi, 

JAPAN 

Amador  Corporation 

0271 

Taylors  Falls, 

MN 

Chomerics  Radiation  Test  Service 

0296 

Woburn,              .  ,  i 

MA 

Communication  Certification  Laboratory 

0272  , 

Salt  Lake  City, 

UT 

D.L.S.  Electronic  Systems,  Inc. 

0276 

Glenview, 

IL 

Dash,  Straus  &  Goodhue,  Inc. 

0270 

Boxborough,        •  ,■. 

MA 

Data  General  Corporation 

0339 

Westboro, 

MA 

EMACO,  INC. 

0268 

San  Diego,             ;  ,( 

CA 

Elite  Electronic  Engineering  Company 

0278 

Downers  Grove, 

IL 

GTE  TestMark  Laboratories 

0274 

Lexington, 

KY 

MET  Electrical  Testing  Company,  Inc. 

0273 

Baltimore, 

MD 

Norand  EMC  Test  Lab 

0269 

Fairfax, 

lA 

R  &  B  Enterprises 

0280 

West  Conshohocken, 

PA 

1991  NVLAP  DIRECTORY -Page  43 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  B.    LISTING  BY  FIELD  OF  TESTING  (continued)  Ui  J 

NVLAP 

LABORATORY  NAME  LAB  CODE  CITY  STATE 


Retlif  Testing  Laboratories 

0267  00 

Ronkonkoma, 

'  NY 

Retlif  Testing  Laboratories 

0267  01 

Manchester, 

NH 

UNISYS  Corporation 

0283 

Salt  Lake  City, 

UT 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 

Underwriters  Laboratories,  Inc. 

0255 

Melville, 

NY 

MIL-STD-462  Test  Methods 

Amador  Corjxiration 

0271 

Taylors  Falls, 

MN 

Chomerics  Radiation  Test  Service 

0296 

Woburn,  • 

J  MA 

D.L.S.  Electronic  Systems,  Inc. 

0276 

Glenview, 

IL 

Dash,  Straus  &  Goodhue,  Inc. 

0270 

Boxborough, 

MA 

Dayton  T.  Brown,  Inc. 

0337 

Bohemia, 

NY 

EMACO,  INC. 

0268 

San  Diego, 

CA 

Elite  Electronic  Engineering  Company 

0278 

Downers  Grove, 

IL 

National  Technical  Systems 

0347 

Acton, 

MA 

R  &  B  Enterprises 

0280 

West  Conshohocken, 

PA 

Radiation  Sciences  Incorporated 

0330 

Harleysville, 

PA 

Retlif  Testing  Laboratories 

0267  00 

Ronkonkoma, 

NY 

Tektronix,  Inc. 

0328 

Beaverton, 

OR 

U.S.  Navy—  Pacific  Missile  Test  Center  ... 

0327 

Point  Mugu, 

CA 

PERSONNEL  RADIATION  DOSIMETRY  PROCESSING 

Air  Force  Occupational  and  Environmental  ... 

0548 

Brooks  AFB, 

TX 

Arizona  Public  Service  Company  (PVNGS) 

0536 

Phoenix,               .  i 

AZ 

Arizona  State  University  ... 

0542 

Tempe, 

AZ 

Atomic  Energy  Industrial  Laboratory  of  ... 

0556 

Houston, 

TX 

Baltimore  Gas  &  Electric  Company  ... 

0501 

Lusby, 

MD 

Carolina  Power  &  Light  Company 

0517 

Raleigh, 

NC 

Combustion  Engineering,  Inc. 

0563 

Windsor, 

cr 

Commonwealth  Edison  Company 

0541 

Chicago, 

IL 

Con  Edison  Indian  Point  Station 

0538 

Buchanan, 

NY 

Consumers  Power  Company  ... 

0522 

Jackson,  ,f 

MI 

D.  C.  Cook  Dosimetry  Laboratory 

0564 

Bridgman, 

MI 

Detroit  Edison  Company  ... 

0529 

Newjxjrt, 

MI 

Duke  Power  Company-  Dosimetry  Lab.  ... 

0505 

Huntersville, 

NC 

Duquesne  Light  Company  ... 

0521 

Shippingport, 

PA 

Entergy  Operations,  Inc. 

0530 

Killona,  > 

LA 

Entergy  Operations,  Inc.  ... 

0546 

Port  Gibson, 

MS 

Entergy  Operations,  Inc.  (ANO) 

0535 

Russellville, 

AR 

Florida  Power  &  Light  Company 

0544 

Juno  Beach, 

FL 

GPU  Nuclear  Corporation  ... 

0510 

Middletown, 

PA 

General  Dynamics/Electric  Boat  Division  ... 

0560 

Groton, 

cr 

Georgia  Power  Company/Environmental  Lab.  ... 

0551 

Smyrna, 

GA 

Gulf  States  Utilities-River  Bend  Station 

0534 

St.  Francisville, 

LA 

Health  Physics  Northwest,  Inc. 

0567 

Tigard, 

OR 

Houston  Lighting  &  Power  Company  ... 

0519 

Wadsworth, 

TX 

ICN  Dosimetry  Service  ... 

0555 

Costa  Mesa,  ' 

CA 

Long  Island  Lighting  Company  ... 

0558 

Wading  River, 

NY 

Mallinckrodt  Medical,  Inc. 

0503 

Maryland  Heights, 

MO 

Naval  Dosimetry  Center  ... 

0504 

Bethesda 

MD 

Naval  Research  Laboratory 

0509 

Washington, 

DC 

New  Hampshire  Yankee,  Seabrook  Station 

0543 

Seabrook, 

NH 

New  York  Power  Authority  ... 

0508 

Buchanan, 

NY 

New  York  Power  Authority  ... 

0511 

Lycoming, 

NY 

Newport  News  Shipbuilding  ... 

0561 

Newjx)rt  News, 

VA 

Niagara  Mohawk  Power  Corporation  ... 

0553 

Lycoming, 

NY 

Northeast  Utilities  Service  Company  ... 

0540 

Berlin, 

CT 

Omaha  Public  Power  District 

0525 

Fort  Calhoun, 

NE 

Pacific  Gas  and  Electric  Company  ... 

0537 

Avila  Beach, 

CA 

Pennsylvania  Power  and  Light  Company 

0554 

Allentown, 

PA 

Philadelphia  Electric  Company 

0568 

Valley  Forge, 

PA 
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Portland  General  Electric  Company 

0550 

Rainier, 

OR 

Public  Service  Electric  and  Gas  Company  ... 

0531 

Hancock's  Bridge, 

NJ 

Radiation  Detection  Company 

0512 

Sunnyvale, 

CA 

Rochester  Gas  &  Electric  Corporation  ... 

0514 

Ontario, 

NY 

Siemens  Gammasonics,  Inc.  ... 

0532 

Hoffman  Estates, 

IL 

South  Carolina  Electric  &  Gas  Company  ... 

0547 

Jenkinsville, 

SC 

Southern  California  Edison  ... 

0506 

San  Clemente, 

CA 

TMA/Eberline 

0515 

Albuquerque, 

NM 

Taiwan  Power  Company,  Radiation  Lab. 

0562 

Taipei,  Taiwan  REPUBLIC  OF  CHINA 

Tech/Ops  Landauer 

0518 

Glenwood, 

IL 

Teledyne  Isotopes  ^ 

0533 

Westwood, 

NJ 

Tennessee  Valley  Authority  ... 

0516 

Chattanooga, 

TN 

Texas  Utilities  Electric  Company 

0528 

Glen  Rose, 

TX 

Troxler  Radiation  Monitoring  Services 

0559 

Research  Triangle  Park, 

NC 

U.S.  Army  Ionizing  Radiation  Dos.  Qr. 

0539 

Lexington, 

KY 

Union  Electric  Company  ... 

0502 

Fulton, 

MO 

Virginia  Power  ... 

0520 

Mineral, 

VA 

Virginia  Power  ... 

0523 

Surry, 

VA 

Washington  Public  Power  Supply  System 

0545 

Richland, 

WA 

Westinghouse  Electric  Corporation  ... 

0569 

Madison, 

PA 

AA/r*lf  t^rppt  Niiplf  ar  OnprafmQ  r^omnratinn 

0526 

Burlington, 

KS 

Yankee  Atomic  Electric  Company 

0524 

Bolton, 

MA 

SOLID  FUEL  ROOM  HEATERS  (STOVES) 

Canadian  Standards  Association 

0322 

Rexdale,  Ontario, 

CANADA 

Energy  &  Environmental  Measurement  Corp. 

0301 

Kent, 

WA 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 

THERMAL  INSULATION  MATERIALS  TESTING 

Amoco  Foam  Products  Company 

0284 

Smyrna, 

GA 

Architectural  Testing,  Inc. 

0282 

York, 

PA 

CertainTeed  Corporation 

0101 

Blue  Bell, 

PA 

Dow  Chemical  USA  ... 

0103 

Granville, 

OH 

Geoscience  Ltd. 

0142 

Solana  Beach, 

CA 

Holometrix,  Inc. 

0113 

Cambridge, 

MA 

Insta-Foam  Products,  Inc. 

0210 

Joliet, 

IL 

Jim  Walter  Research  Corp.  Testing  Labs. 

0111 

St.  Petersburg, 

FL 

Knauf  Fiber  Glass  Research  Lab 

0248 

Shelbyville, 

IN 

Manville  Sales  Corporation  ... 

0123 

Littleton, 

CO 

NAHB  National  Research  Center 

0104 

Upper  Marlboro, 

MD 

Owens-Corning  Fiberglas  Corporation  ... 

0109 

Granville, 

OH 

Owens-Corning  Fiberglas  Corporation  ... 

0124 

Santa  Clara, 

CA 

Owens-Corning  Fiberglas  Corporation  ... 

0125 

Fairbum, 

GA 

Owens-Corning  Fiberglas  Corporation  ... 

0126 

Kansas  City, 

KS 

Owens-Corning  Fiberglas  Corporation  ... 

0128 

Delmar, 

NY 

Owens-Corning  Fiberglas  Corporation  ... 

0129 

Newark, 

OH 

Owens-Corning  Fiberglas  Corporation  ... 

0130 

Waxahachie, 

TX 

RADCO  (Resources  Applications,  Designs  &  ... 

0261 

Gardena, 

CA 

Sparrell  Engineering  Research  Corp. 

0121 

Damariscotta, 

ME 

State  of  CA  Bureau  of  Home  Furnishings  ... 

0251 

North  Highlands, 

CA 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 

Underwriters  Laboratories,  Inc. 

0117 

Santa  Clara, 

CA 

United  States  Testing  Company,  Inc.  ... 

0106 

Los  Angeles, 

CA 

United  States  Testing  Company,  Inc. 

0107 

Tulsa, 

OK 

Warnock  Hersey  International,  Inc. 

0249 

Middleton, 

WI 
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Alaska  Quality  Control  &  Tech.  Serv.  Ltd  ... 

1133 

Anchorage, 

AK 

Asbestos 

Environmental  Science  &  Engineering,  Inc 

1829  00 

Anchorage, 

AK 

Asbestos 

Northern  Testing  Laboratories 

1463  00 

Fairbanks, 

AK 

Asbestos 

Northern  Testing  Laboratories 

1463  01 

Anchorage, 

AK 

Asbestos 

Quest  Environmental 

1493 

Anchorage, 

AK 

Asbestos 

Westinghouse  Env.  &  Geotech.  Svcs.,  Inc.  ... 

1874  01 

Soldotna, 

AK 

Asbestos 

ATEC  Associates,  Inc. 

1274  01 

Birmingiiam, 

AL 

Asbestos 

Analytical  &  Forensic  Associates 

1857 

Huntsvilx, 

AL 

Asbestos 

BCM  Engineers  Inc. 

1212  00 

Mobile, 

AL 

Asbestos 

EATECH  Laboratories,  Inc. 

1913 

Birmingham, 

AL 

Asbestos 

ERG  Environmental,  Inc. 

1951 

Birmingham, 

AL 

Asbestos 

miviruv^iieni 

1 

LJjJ 

IVIUUilC, 

AI 

Asbestos 

Fiber  Lab,  Inc. 

1370 

Birmingham, 

AL 

Asbestos 

Harmon  Engineering  Associates,  Inc. 

1018 

Auburn, 

AL 

Asbestos 

Law  Engineering,  Inc. 

1066 

Birmingham, 

AL 

Asbestos 

MacMillan  Bloedel  Inc.  ... 

0259 

Pine  Hill, 

AL 

Commercial 

Roy  F.  ^Veston,  Inc. 

Auburn, 

AT 

Asbestos 

Roy  F.  Weston,  Mobile  Facility 

1254  02 

Auburn, 

AL 

Asbestos 

Safety  Underwriters  Laboratory,  Inc. 

1588 

Birmingham, 

AL 

Asbestos 

TTL,  Inc. 

1779 

Tuscaloosa, 

AL 

Asbestos 

Arkansas  Department  of  Health  ... 

1219 

Little  Rock, 

AR 

Asbestos 

Entek  Laboratory 

1911 

Mabelvale, 

AR 

Asbestos 

Entergy  Operations,  Inc.  (ANO)  ^ 

0535 

Russellville, 

AR 

Dosimetry 

Environmental  Enterprise  Group,  Inc. 

1587 

Russellville, 

AR 

Asbestos 

Arizona  Department  of  Health  Services 

1846 

Phoenix, 

AZ 

Asbestos 

Arizona  Public  Service  Company  (PVNGS) 

0536 

Phoenix, 

AZ 

Dosimetry 

Arizona  State  University  ... 

0542 

Tempe, 

AZ 

Dosimetry 

Fiberquant,  Inc. 

1031 

Phoenix, 

AZ 

Asbestos 

T-TT"!  T  ahr^raffirifc  anH  TnHiictrial 

1111   L-rdUtJl  <2lUl      J  dllU  lIlUUiSLI  1<11  ••> 

1236  01 

TpTTinp 

1     111  L/t  J 

AZ 

Law  Engineering,  Inc. 

0326 

Phoenix, 

AZ 

Construction 

Law  Engineering,  Inc. 

1152  01 

Phoenix, 

AZ 

Asbestos 

National  Environmental  Services,  Inc. 

1771 

Tucson, 

AZ 

Asbestos 

Sonoran  Desert  Laboratories,  Inc. 

1769 

Tucson, 

AZ 

Asbestos 

Southwest  Hazard  Control,  Inc. 

1747 

Tucson, 

AZ 

Asbestos 

T.J.  White's  Environmental  Management  ... 

1926 

Scottsdale, 

AZ 

Asbestos 

TEM  Analytics,  Inc. 

1828 

Tucson, 

AZ 

Asbestos 

Western  Technologies  Asbestos  Laboratory 

1073 

Phoenix, 

AZ 

Asbestos 

ACCULAB  Environmental  Services 

1396 

Petaluma, 

CA 

Asbestos 

AMER-TEM 

1907 

Sunnyvale, 

CA 

Asbestos 

AMS-NATEC  Environmental  Services,  Inc. 

1155 

City  of  Industry, 

CA 

Asbestos 

ASBESTECH 

1442 

Carmichael, 

CA 

Asbestos 

Aerojet  Propulsion  Division  ... 

1283 

Sacramento, 

CA 

Asbestos 

Analytical  Labs  San  Francisco 

1909 

San  Francisco, 

CA 

Asbestos 

Applied  Petrography,  Inc. 

1730 

Santa  Fe  Springs, 

CA 

Asbestos 

Asbestos  Detection  Co.,  Inc. 

1172 

Garden  Grove, 

CA 

Asbestos 

Asbestos  TEM  Laboratories,  Inc. 

1891 

Berkeley, 

CA 

Asbestos 

Bentley  Testing  Laboratory 

0288 

La  Puente, 

CA 

Carpet 

BioScreen  Testing  Services,  Inc. 

1899 

Torrance, 

CA 

Asbestos 

CAM  Lab 

1803 

Pico  Rivera, 

CA 

Asbestos 

CGS  Analytical  Laboratory 

1238 

Fremont, 

CA 

Asbestos 

CTL  Environmental  Services 

1216 

South  Gate, 

CA 

Asbestos 

Calcoast  Analytical  Labs 

0292 

Emeryville, 

CA 

Commercial 

Certified  Engineering  &  Testing  Co.,  Inc 

1773 

San  Francisco, 

CA 

Asbestos 

Certified  Engineering  &  Testing  Co.,  Inc 

1947 

Irvine, 

CA 

Asbestos 

City  of  San  Jose  ... 

0325 

San  Jose, 

CA 

Construction 

Clayton  Environmental  Consultants,  Inc. 

1125  03 

Pleasanton, 

CA 

Asbestos 

Concord  Analysis,  Inc. 

1884 

Chatsworth, 

CA 

Asbestos 
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Converse  Envirolab 

1952 

Pasadena, 

CA 

Asbestos 

County  of  Orange  Health  Care  Agency  ... 

1318 

Santa  Ana, 

CA 

Asbestos 

County  of  San  Diego  ... 

1530 

San  Diego, 

CA 

Asbestos 

Design  for  Health,  Inc. 

1864  00 

San  Diego, 

CA 

Asbestos 

Design  for  Health,  Inc. 

1864  01 

Los  Angeles, 

CA 

Asbestos 

Dyer  Laboratories,  Inc. 

1267 

Torrance, 

CA 

Asbestos 

E  &  A  Environmental  Services 

1758 

Bellflower, 

CA 

Asbestos 

EMACO,  INC. 

0268 

San  Diego, 

CA 

Electromagnetic 

EMS  Laboratories,  Inc. 

1218 

Pasadena, 

CA 

Asbestos 

Electron-Microscopy  Service  ... 

1048  03 

San  Mateo, 

CA 

Asbestos 

Environmental  Innovations  Corporation 

1110 

Oakland, 

CA 

Asbestos 

Environmental  Management,  Inc. 

1850 

Sacramento, 

CA 

Asbestos 

EssTek 

1602  01 

Sante  Fe  Springs, 

CA 

Asbestos 

EssTek 

1699 

Santa  Fe  Springs, 

CA 

Asbestos 

Eureka  Laboratories,  Inc. 

1320 

Sacramento, 

CA 

Asbestos 

Forensic  Analytical  Specialties,  Inc. 

1459  00 

Hayward, 

CA 

Asbestos 

Forensic  Analytical  Specialties,  Inc.  ... 

1459  01 

Rancho  Domingues, 

CA 

Asbestos 

Galson  Technical  Services,  Inc. 

1404  01 

Berkeley, 

CA 

Asbestos 

Gemini  Petrographic  Investieations 

1259 

Nova  to, 

CA 

Asbestos 

Geoscience  Ltd. 

0142 

Solana  Beach, 

CA 

Thermal 

Hanlon  Laboratories 

1770 

Sacramento, 

CA 

Asbestos 

Health  Science  Associates 

1384 

Los  Alamitos, 

CA 

Asbestos 

Hillmann  Environmental  of  CA,  Inc. 

1421  02 

Long  Beach, 

CA 

Asbestos 

Hygeia  Environmental  Laboratories,  Inc. 

1344 

Sierra  Madre, 

CA 

Asbestos 

ICN  Dosimetry  Service  ... 

0555 

Costa  Mesa, 

CA 

Dosimetry 

Industrial  Compliance  West,  Inc. 

1162  02 

North  Hollywood, 

CA 

Asbestos 

J.M.  Cohen,  Inc. 

1041 

San  Mateo, 

CA 

Asbestos 

Kelico  Services,  Inc. 

1331  00 

Fremont, 

CA 

Asbestos 

Kellco  Services,  Inc. 

1331  01 

Sacramento, 

CA 

Asbestos 

Los  Angeles  City,  Dept.  of  Water  &  Power 

nil 

Los  Angeles, 

CA 

Asbestos 

Los  Angeles  Unified  School  District ... 

1505 

Los  Angeles, 

CA 

Asbestos 

M.A.C.S.  Lab,  Inc. 

1948  00 

Santa  Clara, 

CA 

Asbestos 

McClara  Laboratory 

1783 

Sacramento, 

CA 

Asbestos 

McLaren  Analytical  Laboratory 

1932 

Rancho  Cordova, 

CA 

Asbestos 

Med-Tox  Associates,  Inc. 

1229  00 

San  Diego, 

CA 

Asbestos 

Micro  Analytical  Laboratories,  Inc. 

1872 

Emeryville, 

CA 

Asbestos 

Microanalytical  Services,  Incorporated 

1354 

Pasadena, 

CA 

Asbestos 

Morton  Analytical  Services 

0263 

Colton, 

CA 

Commercial 

National  Asbestos  Laboratories,  Inc. 

1038 

San  Leandro, 

CA 

Asbestos 

Northrop  Corporation  ... 

1751 

Hawthorne, 

CA 

Asbestos 

Owens-Corning  Fiberglas  Corporation  ... 

0124 

Santa  Clara, 

CA 

Thermal 

PACE  Laboratories,  Inc. 

1464  02 

Novato, 

CA 

Asbestos 

PSI-  Hall  Kimbrell  Environmental  Srvcs. 

1970 

Walnut, 

CA 

Asbestos 

Pacific  Gas  and  Electric  Company  ... 

0537 

Avila  Beach, 

CA 

Dosimetry 

Pacific  Gas  and  Electric  Company  ... 

1469 

San  Ramon, 

CA 

Asbestos 

Particle  Diagnostics,  Inc. 

1059  00 

San  Diego, 

CA 

Asbestos 

Precision  Micro-Analysis 

1656 

Sacramento, 

CA 

Asbestos 

RADCO  (Resources  Applications,  Designs  &  ... 

0261 

Gardena, 

CA 

Thermal 

RJ  Lee  Group,  Inc.  ... 

1208  02 

Berkeley, 

CA 

Asbestos 

Radiation  Detection  Company 

0512 

Sunnyvale, 

CA 

Dosimetry 

Riverside  County  Department  of  Health 

1145 

Riverside, 

CA 

Asbestos 

San  Francisco  Department  of  Public  HIth.  ... 

1897 

San  Francisco, 

CA 

Asbestos 

Schwein/Christensen  Laboratories,  Inc. 

1284 

Lafayette, 

CA 

Asbestos 

Smith-Emery  Company 

1473 

Los  Angeles, 

CA 

Asbestos 

South  Coast  Air  Quality  Management  Dist. 

1567 

El  Monte, 

CA 

Asbestos 

Southern  California  Edison  ... 

0506 

San  Clemente, 

CA 

Dosimetry 

Southern  California  Gas  Company  ... 

1957 

Los  Angeles, 

CA 

Asbestos 

State  of  CA,  Bureau  of  Home  Furnishings  ... 

0251 

North  Highlands, 

CA 

Thermal 

TMA/Norcal 

1191 

Richmond, 

CA 

Asbestos 

Thermo  Analytical  Inc.,  TMA/ARLI 

1095 

Monrovia, 

CA 

Asbestos 

ToxScan,  Inc./Control  Laboratories,  Inc. 

1413 

Watsonville, 

CA 

Asbestos 
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Truesdail  Laboratories,  Inc. 

1518 

Tustin, 

CA 

Asbestos 

U.S.  Navy-  Pacific  Missile  Test  Center  ... 

0327 

Point  Mugu, 

CA 

Electromagnetic 

Underwriters  Laboratories,  Inc. 

0117 

Santa  Clara, 

CA 

Thermal 

United  States  Testing  Company,  Inc.  ... 

0106 

Los  Angeles, 

CA 

Carpet 

United  States  Testing  Company,  Inc.  ... 

0106 

Los  Angeles, 

CA 

Thermal 

United  States  Testing  Company,  Inc.  ... 

1591 

San  Diego, 

CA 

Asbestos 

United  States  Testing  Company,  Inc. 

1955 

Woodland  Hills, 

CA 

Asbestos 

Western  Electro-Acoustic  Lab.,  Inc. 

0256 

Santa  Monica, 

CA 

Acoustics 

ATC  Environmental,  Inc. 

1081  01 

Denver, 

CO 

Asbestos 

ATEC  Associates,  Inc. 

1265  03 

Denver, 

CO 

Asbestos 

Analytica  Solutions,  Inc. 

1086 

Golden, 

CO 

Asbestos 

Analytical  Services  Center 

1680 

Englewood, 

CO 

Asbestos 

Colorado  State  University  ... 

1669 

Fort  Collins, 

CO 

Asbestos 

DCM  Science  Laboratory,  Inc. 

1258 

Lakewood, 

CO 

Asbestos 

EssTek 

1602  00 

Wheat  Ridge, 

CO 

Asbestos 

Federal  Employee  Occupational  Health, ... 

1593 

Denver, 

CO 

Asbestos 

HTI  Laboratories  and  Industrial  ... 

1236  00 

Denver, 

CO 

Asbestos 

HTI  Research  and  Training  Institute,  Inc 

1236  02 

Denver, 

CO 

Asbestos 

Manville  Sales  Corporation  ... 

0123 

Littleton, 

CO 

Acoustics 

Manville  Sales  Corporation  ... 

0123 

Littleton, 

CO 

Thermal 

National  Enforcement  Investigations  ... 

1703 

Denver, 

CO 

Asbestos 

Occupational  Health  Technologies,  Inc. 

1436 

Colorado  Springs, 

CO 

Asbestos 

PACE,  Incorporated  ... 

1131 

Golden, 

CO 

Asbestos 

Reservoirs  Environmental  Services,  Inc. 

1896  00 

Denver, 

CO 

Asbestos 

Aetna  Life  &  Casualty  Co. 

1516 

Windsor, 

CT 

Asbestos 

Briggs  Associates,  Inc. 

0314 

East  Granby, 

CT 

Construction 

ChemScope,  Inc. 

1061 

New  Haven, 

CT 

Asbestos 

Combustion  Engineering,  Inc. 

0563 

Windsor, 

CT 

Dosimetry 

Connecticut-  State  Department  of  Health  ... 

1237 

Hartford, 

CT 

Asbestos 

Eastern  National  Enterprises  Inc. 

0315 

New  Britain, 

CT 

Construction 

Enviro  Research 

1750 

New  Britain, 

CT 

Asbestos 

EnviroMed  Services,  Inc. 

1514 

New  Haven, 

CT 

Asbestos 

Environmental  Health  Laboratory 

1034 

Hartford, 

CT 

Asbestos 

Fairfield  Testing  Laboratory,  Inc. 

0317 

Stamford, 

CT 

Construction 

General  Dynamics/Electric  Boat  Division  ... 

0560 

Groton, 

CT 

Dosimetry 

Hygenix,  Inc. 

1199 

Stamford, 

CT 

Asbestos 

Independent  Materials  Testing  ... 

0316 

Plainville, 

CT 

Construction 

Materials  Testing,  Inc. 

0320 

Milford, 

cr 

Construction 

Mystic  Air  Quality  Consultants,  Inc. 

1282 

Groton, 

CT 

Asbestos 

New  Haven  Testmg  Laboratory,  Inc. 

0319 

New  Haven, 

CT 

Construction 

Northeast  Utilities  Service  Company  ... 

0540 

Berlin, 

CT 

Dosimetry 

Professional  Service  Industries,  Inc. 

0309 

Bloomfield, 

CT 

Construction 

TRC  Environmental  Consultants  Inc. 

1424 

East  Hartford, 

CT 

Asbestos 

Testwell  Craig  Laboratories  of  CT,  Inc. 

0308  00 

Danbury, 

CT 

Construction 

Testwell  Craig  Laboratories  of  CT,  Inc. 

0308  Ul 

Middletown, 

CI 

Construction 

Testwell  Craig  Laboratories  of  CT,  Inc. 

1102  02 

Bethel, 

CT 

Asbestos 

The  Hartford  Steam  Boiler  Inspection  and  ... 

1491 

Hartford, 

CT 

Asbestos 

The  Travelers  Loss  Prevention  ... 

1555 

Hartford, 

cr 

Asbestos 

BCM  Potomac  Inc. 

1212  01 

Washington, 

DC 

Asbestos 

Naval  Nuclear  Propulsion  Program  Direct.  ... 

0565 

Washington, 

DC 

Dosimetry 

Naval  Research  Laboratory 

0509 

Washington, 

DC 

Dosimetry 

Washington  Metropolitan  Area  Transit  ... 

0313 

Washington, 

DC 

Construction 

Batta  Environmental  Associates  Inc. 

1032 

Newark, 

DE 

Asbestos 

Engineering  Test  Center  ... 

0294 

Newark, 

DE 

Acoustics 

Environmental  Testing,  Inc. 

1848 

Middletown, 

DE 

Asbestos 

Medlab  Environmental  Testing,  Inc. 

1708 

Wilmington, 

DE 

Asbestos 
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ATEC  Associates,  Inc. 

Rockledge, 

trLt 

Asbestos 

ATHC  Associates,  Inc. 

MIA  fi'X 

Miami, 

PI 

Asbestos 

ATEC  Associates,  Inc. 

LZ,  /'t 

Jacksonville, 

ITT 

Asbestos 

TT- Pnvi  f"on  m  An  td  1  /^r\nci  1 1  tci  n  tc 
r\  I  L. v_  £_,IIV1I  UIIIIICII  lal  vAJildUl  Lalll^ 

1^  /  *T  \J\J 

IxUCKJCUkC, 

FT 

r\uvciiiceu  inuusiridi  nygitFic  ocrvn_cs,iiic 

Miami, 

FL 

Asbestos 

rviidiyiicdi  i  ccfinuiugicd,  iiic 

Pensacola, 

FL 

Asbestos 

/\puiio  i2iivirunrnLiUdi,  iiiLurpurdicu 

Lot  1 

Gibsonton, 

FL 

Asbestos 

/\»uc»ius  /Aiidiyiicdi  Lvduuidiury,  inc. 

loo  / 

Jacksonville, 

FL 

Asbestos 

A tlantii^  T-^nvironmpntal  f^nn<;iiltant« 

/^l  1  (1 1 1  L L^ll  \  11  VJIllIlVllldl  V,AJ1  loUlLdllLd 

1919 

Cape  Canaveral, 

FL 

A  chpctfAc 

1 104  01 

Orlando, 

FL 

A  crtpctr\c 

RrnwjirH  (^nimfv  Offifp  of  Natural 

1608 

Ft.  Lauderdale, 

FL 

AshpQtoc 

^^oUCSlUS 

IL.  iVl.  r\ilaiyil\,dly  111^. 

ion? 

Dania, 

FL 

a  c  r\f>c  tf\c 

Ffrf^ri  Florida  Tnr 

1759 

Kennedy  Space  Center,  FL 

A  chpctr\c 

FnvirfMimpntal  Aqt^p/^q  Ttip 

L^IW  1 1  L'lllllV'lllCll  AVSL/^^S  1 1  Iv.  . .  * 

1092 

Lutz, 

FL 

A  chpctnc 

Fnvironmf*TitaI  Protpption  ^v^tpmQ 

1431 

FL 

A  chpcfnc 

/vo  L/C  3  L 

I-*  m/i  F/^n mo t Q 1  ^r*\f^nf^f*  Xr    r^TifTiriPPT'irift  Tn/^ 

Oainesville 

FL 

rVSOCMOa 

Enviropact  Inc. 

lOoO  Uu 

Miami, 

FL 

Asbestos 

Evans  Environmental  &  Oeological  Science  ... 

177^ 

iTl  lul  11 1, 

FL 

Asbestos 

Florida  Power  &  Eight  Company 

UO'f'f 

Juno  Beach 

FL 

Dosimetry 

Hillmann  Environmental  of  Florida,  Inc. 

1491  ni 

FL 

Asbestos 

Jim  wdiicr  ixLScdrLii  v^urp.  lesuiig  L.dua. 

mil 

St.  Petersburg, 

FL 

Acoustics 

Tim  Vk/alfpr  Rpcparph  C^r\Tn   Tpctino  T  ahc 

Jllll    WdllCl    I\C5CdlLII  V^L^ip.    ICdllll^  i-,aUa. 

mil 

St.  Petersburg, 

FL 

'  1  'hprin  qI 

T  aw  Fnoinpprino  Tnf 

1515 

Tampa, 

FL 

AqTip^Jos 

/ASL/CSlUo 

Micro  Analytical  Laboratories,  Inc. 

1151 

Gainesville 

FL 

Asbestos 

PACE,  Inc. 

1464  01 

Tampa, 

FL 

Asbestos 

Ppnc^tpola  P  O  Tnr* 
1  C'lidd^uid  r  .vy.v— .,  iiic 

1508 

Pensacola, 

FL 

A  chpcf  r\c 

Professional  Service  Industries  Inc. 

1635 

Miami, 

FL 

Asbestos 

OVJULII^ddlL.  1  11   IVidllllC  V_.lldlllold  lllC  >•< 

1632 

Jacksonville, 

FL 

A  chpctr\c 

T^pctwp  1 1  i'rQ  1 CT  T  Q r\c  r\T  FlrvriH 3 
1  CSLWCll  V^l  al^  L-^Ua  \Jl  rixJl  IXJa 

1  in?  n^ 

Miami, 

FL 

A  cnpctoc 

Thornton  T  .ahoratorip<i  Tnf* 

1325 

Tampa, 

FL 

A  cVifscfri^ 

W/pcfin  ft  r\<^i  1  CP       n\/i  f  f^n  mpnt  o  I  oriiH 
W  CSLIIl^lliJUsC  1^1 1 VII  Ull  IllCIildl  dllU  ... 

in47  fi'? 

XUH  /  yjj 

Tampa, 

FL 

WpQfinohoMQP  Fnvironmpntal  nnH 

TV  CSlIll^llVJUSV^    1^1  IV 1  l\Jlllll(iJllldl    dllU  ••• 

1047  07 

Altamonte  Springs, 

FL 

A  chpctnc 

ATFf"'  AQQOpiatPQ  Tnp 

1274  02 

Marietta, 

GA 

A^Hp^tos 

Amprip^in  C^i^mf^t  T  ahrtrafrtripc  Tnr* 

/AllldlCdII  WdlUvl   L^UVJl  dlUl  1C5,  illL-. 

0139 

RincpolH 

GA 

A mr^po  Fr\iim  Prr^ri i iPtc  I'rvm nv 
/AlIltJL'Ll  I^Udlll  rlUUUL.ld  V,.AJIIIUaliy 

0784 

Smyrna, 

GA 

T  n  p  rm  a  1 
1  IICI  llldl 

A  r^r>l  ipri  l-^nvi rr\nmpnt q I  '  1  'pcfi no  T  q rtc  Tnp 
/AUpllCU  I_:,llVll  Ul IlllCllldl    1  CMIII^  L^Ud.,  illC 

Atlanta 

GA 

A  cWpctnc 

T-liirlinotrtn  TnHiictriPc 
uuiiiii^iuii  iiiULiaiiics  ..< 

Rabun  Gap, 

GA 

Carpet 

flavin  Analvfipiil  t^r^nciilf anfc  Tnp 
v^dviii  Aviidiyiiikdi  v^vjiiatii idiiid,  iiiL.. 

1401 

Stone  Mountain, 

GA 

A^hpcfoc 

L/C  & 

1  prt itipH  T^pct ino  T  ahnrQtr^riPC  Tnp 
\_^t>l  IIIICLI    ICMIllg  LxiUUI  dlUI  ICS,  llIC 

nifiR 

\J  L\JO 

Dalton, 

GA 

Carpet 

C^\ci\}tnn  Fnvirr\nmpnt;il     r\nciilfanfc  Tnp 

V..ldyiVJII  L^ll  V  II  LllllilCII  Idl  V^UlldUl  IdlllA,  IIIC 

1125  00 

Kennesaw, 

GA 

Ashpctnc 
y^aUCoiua 

Cnmmprcial  Tpstinp  Comnanv 

0120 

Dalton, 

GA 

Carpet 

Coronet  Industries  Inc. 

0190 

Dalton, 

GA 

Carpet 

F    T   HiiPnnt  Hp  Npnir\iirc  M/  C^r\  Tnp 

0334 

Dalton, 

GA 

Electron-Microscopy  Service 

1048  01 

Atlanta, 

GA 

Asbestos 

Fnvirnnmpntal  Analvf ipal  T  aHoratoripc 

1^1  IV 1 1  Ullllltllldl  /^l  Idiy  I  IL-dl    L^aUxJl  d  lUI  ICS 

1214 

Marietta, 

GA 

A^hf**;toQ 

Fnvirnnmpntal  Hpalth  T  aHoraforu 

1^1  IVIlUllllldlldl  llCdllll   l_^<i L/\J  1  d lUi  Y 

1116 

Macon, 

GA 

A<ihf*sto<! 

Environmental  Laboratories,  Inc. 

xoou 

Tucker, 

GA 

A  cr\pcfr\c 

GSC  Environmental  Laboratories,  Inc. 

ifi^fi 

Augusta, 

GA 

A  chpcf'fAC 

GTRI  Microscopy  Research  Laboratory 

xjtu 

Atlanta, 

GA 

rVaOcSlUS 

^^alaw  C^^mft  K^illc  Tnp 
vjdidAy  v^diuci  iviiiia,  iiic 

\JL\JJ 

Chatsworth, 

GA 

t^Po-Fnvimnmpntflil  ^prvippc  Tnp 
vjcvj  j^iiv  11  ui iiiicii idi  ociviccs,  inc. 

1001 

Atlanta, 

GA 

A  <ihpQtos 
^^aL/ca  HJa 

Georgia  Power  Company/Environmental  Lab.  ... 

0551 

Smyrna, 

GA 

Dosimetry 

Independent  Textile  Testing  ... 

0166 

Dalton, 

GA 

Carpet 

Karastan  Bigelow  ... 

0156 

Lyerly, 

GA 

Carpet 

Law  Associates,  Inc. 

1113 

Kennesaw, 

GA 

Asbestos 

Materials  Analytical  Services,  Inc. 

1235  00 

Norcross, 

GA 

Asbestos 

McCrone  Environmental  Services,  Inc. 

1327  02 

Norcross, 

GA 

Asbestos 

Owens-Corning  Fiberglas  Corporation  ... 

0125 

Fairburn, 

GA 

Thermal 

Professional  Testing  Laboratory,  Inc. 

0297 

Dalton, 

GA 

Carpet 

Salem  Carpet  Laboratory 

0221 

Ringgold, 

GA 

Carpet 
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Schweiger  &  AssociBtcs,  Inc. 

1796 

OA 

WAV 

Shaw  Industries,  Inc.  ... 

0193 

Dalton, 

GA 

Carpet 

Westinghouse  Environmental  and  ... 

1047  06 

Atlanta, 

GA 

Asbestos 

World  Carpets,  Inc. 

0197 

Dalton, 

GA 

Carpet 

EnvironMETeo  Services,  Inc. 

1807 

Waipahu, 

HI 

Asbestos 

HECo  Safety  Division  ... 

1740 

Honolulu, 

HI 

Asbestos 

Hall-Kimbrell  Environmental  Services  Inc 

1342  02 

Honolulu, 

HI 

Asbestos 

Unitek  Environmental  Consultants,  Inc. 

1607 

Honolulu 

HI 

ACM  Labs,  Inc. 

1627 

Fairfield, 

lA 

Asbestos 

Ames  Environmental  Inc. 

1447 

lA 

AcHpctr\G 

CPL\RT  Services,  Ltd. 

1022  00 

Des  Moines, 

lA 

Asbestos 

Midwestern  Testing  Labs,  Inc. 

1706 

Fairfield, 

lA 

Asbestos 

NET  Midwest,  Inc. 

1437  00 

Cedar  Falls, 

lA 

Asbestos 

Norand  EMC  Test  Lab 

0269 

Fairfax, 

lA 

Electromagnetic 

University  of  Iowa  ... 

1288 

Iowa  City, 

lA 

Asbestos 

HAZTOX,  Inc. 

1368 

Meridian, 

ID 

Asbestos 

INEL  Materials  Testing  Lab. 

0321 

Idaho  Falls, 

ID 

Construction 

Air  Quality  Testing,  Inc. 

1026  00 

Naperville, 

IL 

Asbestos 

Air  Quality,  Inc. 

1026  01 

Moline, 

IL 

Asbestos 

AirTech  Associates,  Inc. 

1049 

Rolling  Meadows, 

IL 

Asbestos 

Aires  Environmental  Services,  Limited 

1014 

Batavia, 

IL 

Asbestos 

Analytical  Laboratory  for  ... 

1097  00 

Burr  Ridge, 

IL 

Asbestos 

Asbestos  Control  Methods  Inc. 

1098 

Mount  Prospect, 

IL 

Asbestos 

Beling  Consultants,  Inc. 

1356 

Moline, 

IL 

Asbestos 

CENCON  (CNA  Insurance) 

1378 

Chicago, 

IL 

Asbestos 

Camow,  Conibear  &  Associates,  Ltd. 

1039 

Chicago, 

IL 

Asbestos 

Chicago  Public  Schools  ... 

1371 

Chicago, 

IL 

Asbestos 

Commonwealth  Edison  Company 

0541 

Chicago, 

IL 

Dosimetry 

Commonwealth  Edison  Company  ... 

1749 

Maywood, 

IL 

Asbestos 

D.L.S.  Electronic  Systems,  Inc. 

0276 

Glenview, 

IL 

Electromagnetic 

Daily  Analytical  Laboratories 

1322 

Peoria, 

IL 

Asbestos 

ENVIRONETICS  ... 

1156 

Palos  Hills, 

IL 

Asbestos 

Electro-Analytical  Laboratories 

1901 

Oak  Park, 

IL 

Asbestos 

Electron-Microscopy  Service  ... 

1048  06 

Lisle, 

IL 

Asbestos 

Elite  Electronic  Engineering  Company 

0278 

Downers  Grove, 

IL 

Electromagnetic 

Engineers  International,  Inc. 

0287 

Westmont, 

IL 

Construction 

Environmental  Science  &  Engineering,  Inc 

1408  00 

Peoria, 

IL 

Asbestos 

Environmental  Science  &  Engineering,  Inc 

1408  01 

Chicago, 

IL 

Asbestos 

Environmental  Services  Inc. 

1785 

Western  Springs, 

IL 

Asbestos 

Fay  Goldblatt  Laboratories,  Inc. 

1090 

Skokie, 

IL 

Asbestos 

Gabriel  Laboratories,  Ltd. 

1052 

Chicago, 

IL 

Asbestos 

Granite  City  Steel  Company  ... 

1862 

Granite  City, 

IL 

Asbestos 

IIT  Research  Institute 

1336 

Chicago, 

IL 

Asbestos 

ITL/Bascor 

1072  01 

Chicago, 

IL 

Asbestos 

Ideal  and  Associates  Environmental  ... 

1239 

Bloomington, 

IL 

Asbestos 

Illinois  Department  of  Public  Health  ... 

1196 

Chicago, 

IL 

Asbestos 

Insta-Foam  Products,  Inc. 

0210 

Joliet, 

IL 

Thermal 

John  Mathes  &  Associates,  Inc. 

1192 

Columbia, 

IL 

Asbestos 

McCrone  Environmental  Services,  Inc. 

1327  00 

Westmont, 

IL 

Asbestos 

Micro-Fiber  Laboratories,  Inc. 

1075 

Northbrook, 

IL 

Asbestos 

Midwest  Laboratories  Inc. 

1894 

Countryside, 

IL 

Asbestos 

Mirza  Engineering  Inc. 

0311 

Chicago, 

IL 

Construction 

NATLSCO 

1446 

Long  Grove, 

IL 

Asbestos 

PAT  Services 

1811 

Creve  Coeur, 

IL 

Asbestos 

Parkland  Laboratories 

1814 

Springfield, 

IL 

Asbestos 

Particle  Data  Laboratories 

1586 

Elmhurst, 

IL 

Asbestos 

Professional  Lab  Services,  Inc. 

1906 

Springfield, 

IL 

Asbestos 
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Professional  Service  Industries,  Inc. 

0183 

Hillside, 

IL 

Construction 

RCM  Laboratories,  Inc. 

1853 

Brookfield, 

IL 

Asbestos 

Riverbank  Acoustical  Laboratories 

0227 

Geneva, 

IL 

Acoustics 

STS  Consultants,  Ltd. 

0191 

Northbrook, 

IL 

Construction 

Sea,  Earth,  &  Air  Environmental  ... 

1069 

Chicago, 

IL 

Asbestos 

Siemens  Gammasonics,  Inc.  ... 

0532 

Hoffman  Estates, 

IL 

Dosimetry 

Sponge-Cusliion,  Inc. 

0289 

Morris, 

IL 

Carpet 

Stat  Analysis  Corjwration 

1202 

Chicago, 

IL 

Asbestos 

Suburban  Environmental  Consultants  Ltd. 

1727 

Homewood, 

IL 

Asbestos 

TEM,  Incorporated 

1130 

Glen  Ellyn, 

IL 

Asbestos 

Tech/Ops  Landauer 

0518 

Glenwood, 

IL 

Dosimetry 

Testwell  Craig  Liu,  Inc. 

1102  11 

Chicago, 

IL 

Asbestos 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 

Electromagnetic 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 

Stoves 

Underwriters  Laboratories,  Inc. 

0116 

Northbrook, 

IL 

Thermal 

United  Analytical  Services,  Inc. 

1732 

Hillside, 

IL 

Asbestos 

ATEC  Associates,  Inc. 

1265  00 

Indianapolis, 

IN 

Asbestos 

ATEC  Associates,  Inc. 

1265  01 

Griffith, 

IN 

Asbestos 

Amoco  Oil  Company-  Whiting  Refinery  ... 

1865 

Whiting, 

IN 

Asbestos 

Asbestos  Technology,  Inc. 

1316 

Indianapolis, 

IN 

Asbestos 

Bristol-Myers-Squibb 

1742 

Evansville, 

IN 

Asbestos 

Cole  Associates  Inc. 

13U4 

J>outn  Uend, 

IN 

Asbestos 

EIS  Environmental  Engineers,  Inc. 

1460 

South  Bend, 

IN 

Asbestos 

Environmental  Analytical  Laboratories 

1213 

Indianapolis, 

IN 

Asbestos 

Knauf  Fiber  Glass  Research  Lab 

0248 

Shelbyville, 

IN 

Thermal 

Micro  Air,  Inc. 

1221  00 

Indianaf>olis, 

IN 

Asbestos 

Micro  Air,  Inc.  -  Mobile  Facility 

1221  01 

Indianapolis, 

IN 

Asbestos 

Walker  &  Ward,  Inc. 

1658 

Evansville, 

IN 

Asbestos 

Zimmerlin  Consulting  Group 

1330  01 

Indianapolis, 

IN 

Asbestos 

ALERT  Laboratory 

1016 

Westwood, 

KS 

Asbestos 

Asbestos  Consulting  &  Testing 

1649 

Lenexa, 

KS 

Asbestos 

CHART  Services,  Ltd. 

1022  01 

Shawnee, 

KS 

Asbestos 

Certified  Environmental  Management,  Ltd. 

Salina, 

Asbestos 

Kansas  Dept.  of  Health  &  Environment  ... 

1866 

Topeka, 

KS 

Asbestos 

META,  Inc. 

1792 

Lawrence, 

KS 

Asbestos 

Owens-Corning  Fiberglas  Corporation  ... 

0126 

Kansas  City, 

KS 

Thermal 

Professional  Service  Industries,  Inc. 

1342  00 

Lawrence, 

KS 

Asbestos 

Rainbow  Envirochem,  Inc. 

1710 

Lenexa, 

KS 

Asbestos 

Ramsey-Schilling  Consulting  Group,  Inc.  ... 

1628 

Overland  Park, 

KS 

Asbestos 

Wolf  Creek  Nuclear  Operating  Corporation 

0526 

Burlington, 

KS 

Dosimetry 

Analytical  Industries,  Inc. 

1855 

Paducah, 

KY 

Asbestos 

Analytical  Management,  Inc. 

1224  00 

Lexington, 

KY 

Asbestos 

Analytical  Management,  Inc. 

1224  01 

Louisville, 

KY 

Asbestos 

CRU  Incorporated 

Louisville, 

KY 

Asbestos 

GTE  TestMark  Laboratories 

0274 

Lexington, 

KY 

Electromagnetic 

McCall  and  Spero  Environmental,  Inc. 

1895 

Louisville, 

KY 

Asbestos 

Metro  Service  Laboratories,  Inc. 

1399 

Louisville, 

KY 

Asbestos 

Micro-Analytics,  Inc. 

1914 

Louisville, 

KY 

Asbestos 

Reed  Environmental  Services 

1096 

Covington, 

KY 

Asbestos 

U.S.  Army  Ionizing  Radiation  Dos.  Ctr. 

0539 

Lexington, 

KY 

Dosimetry 

University  Analytical  Microscopy  ... 

1979 

Louisville, 

KY 

Asbestos 

American  Analytical  &  Technical  ... 

1388 

Baton  Rouge, 

LA 

Asbestos 

ArkLaTex  Environmental  Consultants,  Inc. 

1581 

Shreveport, 

LA 

Asbestos 

Core  Laboratories 

1554 

Lafayette, 

LA 

Asbestos 

Entergy  Operations,  Inc. 

0530 

Killona, 

LA 

Dosimetry 

Gulf  States  Utilities-River  Bend  Station 

0534 

St.  Francisville, 

LA 

Dosimetry 

Huey,  Martin  &  Associates,  Inc. 

1707 

Alexandria, 

LA 

Asbestos 
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Standard  Testing  &  Engineering  Company 

1053  02 

Harahan, 

LA 

Asbestos  ' 

Sunbelt  Associates,  Inc. 

1157 

New  Orleans, 

LA 

Asbestos 

Waldemar  S.  Nelson  and  Company,  Inc. 

1570 

New  Orleans, 

LA 

Asbestos 

West-Paine  Laboratories,  Inc. 

1468 

Baton  Rouge, 

LA 

Asbestos 

Allied  Testing  Laboratories,  Inc. 

0312 

Springfield, 

MA 

Construction 

BBN  Communications  Test  Net 

0306 

Cambridge, 

MA 

Computer 

Barnes  and  Jamis,  Inc. 

1553  00 

Boston, 

MA 

Asbestos 

Briggs  Associates,  Inc. 

1104  00 

Rockland, 

MA 

Asbestos 

Certified  Engineering  &  Testing  Co.,  Inc 

1181 

Weymouth, 

MA 

Asbestos 

Chomerics  Radiation  Test  Service 

02% 

Wobum, 

MA 

Electromagnetic 

Con-Test,  Inc. 

1076 

East  Longmeadow, 

MA 

Asbestos 

Covino  Environmental  Consultants,  Inc. 

1781 

Wobum, 

MA 

Asbestos 

Dash,  Straus  &  Goodhue,  Inc. 

0270 

Boxborough, 

MA 

Electromagnetic 

Data  General  Corporation 

0339 

Westboro, 

MA 

Electromagnetic 

Dennison  Environmental,  Inc. 

1042 

Wobum, 

MA 

Asbestos 

Digital  Equipment  Corporation  ... 

0349 

Littleton, 

MA 

Computer 

Downey,  Dalton,  Inc. 

0310 

Boston, 

MA 

Computer 

Electron-Microscopy  Service  ... 

1048  05 

Bedford, 

MA 

Asbestos 

Holometrix,  Inc. 

0113 

Cambridge, 

MA 

Thermal 

Hunter,  Inc. 

1560 

Lincoln, 

MA 

Asbestos 

Hygeia  Environmental  Laboratories,  Inc. 

1011  00 

Waltham, 

MA 

Asbestos 

Hygienetics  Analytical  Services,  Inc. 

1147 

Boston, 

MA 

Asbestos 

InHiietriQl  anH  Pnvirrtnmfrital 
lllUUalllal  clllU  E^ll Vli VJllllldllal  ••• 

1005 

1^illprir>;i 

MA 

Kaselaan  &  D'Angelo  Associates,  Inc. 

1643 

Marina  Bay, 

MA 

Asbestos 

Massachusetts  Commonwealth  ... 

1193 

West  Newton, 

MA 

Asbestos 

Massachusetts  Materials  Research 

1541 

West  Boylston, 

MA 

Asbestos 

National  Technical  Systems 

0347 

Acton, 

MA 

Electromagnetic 

Norwich  Laboratories  Inc. 

1146 

Amherst, 

MA 

Asbestos 

Shelburne  Laboratories 

1025 

Rockland, 

MA 

Asbestos 

Testwell  Craig  Laboratories,  Inc. 

1102  10 

Burlington, 

MA 

Asbestos 

Yankee  Atomic  Electric  Company 

0524 

Bolton, 

MA 

Dosimetry 

AIP  Environmental  Laboratory  ... 

1927 

Baltimore, 

MD 

Asbestos 

AMA  Analytical  Services,  Inc. 

1143 

Lanham, 

MD 

Asbestos 

ATEC  Associates,  Inc.  ... 

1055  00 

Columbia, 

MD 

Asbestos 

Apex  Environmental,  Inc. 

1574 

Rockville, 

MD 

Asbestos 

Baltimore  Gas  &  Electric  Company  ... 

0501 

Lusby, 

MD 

Dosimetry 

Biospherics  Incorporated 

1277 

Beltsville, 

MD 

Asbestos 

Briggs  Associates,  Inc. 

1104  01 

Columbia, 

MD 

Asbestos 

Brujos  Scientific  Incorporated 

1651 

Baltimore, 

MD 

Asbestos 

Dynamac  International 

1843 

Rockville, 

MD 

Asbestos 

Electron-Microscopy  Service  ... 

1048  07 

Landover, 

MD 

Asbestos 

GEO-Environmental  Services,  Inc. 

1167 

Germantown, 

MD 

Asbestos 

Genstar  Stone  Products  Company 

0141 

Hunt  Valley, 

MD 

Construction 

i-TEM,  Ltd. 

1003 

Frederick, 

MD 

Asbestos 

International  Academy  of  Hi-Tech  ... 

1550 

Arnold, 

MD 

Asbestos 

T    It   \/q n  iivtf*  Ai  A ccn/*i at^*c  Tnr* 
J.  \J,    Vail  l^yKv  OC  /-VaoUClaLCA,  IIIL. 

0305 

Columbia, 

MD 

Computer 

MET  Electrical  Testing  Company,  Inc. 

0273 

Baltimore, 

MD 

Electromagnetic 

NAHB  National  Research  Center 

0104 

Upper  Marlboro, 

MD 

Thermal 

Naval  Dosimetry  Center  ... 

0504 

Bethesda, 

MD 

Dosimetry 

OMC,  Inc. 

1382 

Lanham, 

MD 

Asbestos 

Oneil  M.  Banks,  Inc. 

1367 

Bel  Air, 

MD 

Asbestos 

State  of  Maryland,  Air  Quality  Lab. 

1523 

Baltimore, 

MD 

Asbestos 

Tracer  Technology  Resources,  Inc. 

1205 

Rockville, 

MD 

Asbestos 

U.S.  Army  Environmental  Hygiene  Agency 

1599 

Aberdeen  Proving  Ground,  MD 

Asbestos 

Allied  Engineering,  Inc.  dba  ... 

1845 

Augusta, 

ME 

Asbestos 

Balsam  Environmental  Consultants,  Inc. 

1433  01 

Augusta, 

ME 

Asbestos 

Industrial  Hygiene/New  England,  Inc. 

1827  00 

Biddeford, 

ME 

Asbestos 

Industrial  Hygiene/New  England,  Inc. 

1827  01 

Bangor, 

ME 

Asbestos 

1991  NVLAP  DIRECTORY  -  Page  55 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  C.    LISTING  BY  STATE  (continued) 

NVLAP 

LABORATORY  NAME  LAB  CODE        CITY  STATE    FIELD  OF  TESTING 


Northeast  Test  Consultants 

1565 

Westbrook, 

ME 

Asbestos 

Sparrell  Engineering  Research  Corp. 

0121 

Damariscotta, 

ME 

Thermal 

Alderink  and  Associates,  Inc. 

1178 

Walker, 

MI 

Asbestos 

Analytical  Testing  &  Consulting  Services 

1107 

Kalamazoo, 

MI 

Asbestos 

Asbestos  Management,  Inc. 

1757 

New  Boston, 

MI 

Asbestos 

BDN  Industrial  Hygiene  Consultants  Inc. 

1456 

Portage, 

MI 

Asbestos 

Clayton  Environmental  Consultants,  Inc. 

1125  01 

Novi, 

MI 

Asbestos 

Consumers  Power  Company  ... 

0522 

Jackson, 

MI 

Dosimetry 

D.  C.  Cook  Dosimetry  Laboratory 

0564 

Bridgman, 

MI 

Dosimetry 

DeLisle  Laboratories  Inc. 

1033 

Portage, 

MI 

Asbestos 

Detroit  Edison  Company  ... 

0529 

Newport, 

MI 

Dosimetry 

ERT  Testing  Services,  Inc. 

1295 

Highland  Park, 

MI 

Asbestos 

Electron-Microscopy  Service  ... 

1048  04 

Ann  Arbor, 

MI 

Asbestos 

Environmental  Evaluation  &  Lab  Svs.  Inc. 

1141 

Kalamazoo, 

MI 

Asbestos 

Fibertec,  Inc. 

1510 

East  Lansing, 

MI 

Asbestos 

General  Motors  Industrial  Hygiene 

1762 

Warren, 

MI 

Asbestos 

IHI  Kemron,  Inc. 

1168 

Novi, 

MI 

Asbestos 

Industrial  Environmental  Consult.,  Ltd. 

1215 

East  Lansing, 

MI 

Asbestos 

Materials  Testing  Consultants,  Inc. 

1754 

Grand  Rapids, 

MI 

Asbestos 

Michigan  State  University  ... 

1931 

East  Lansing, 

MI 

Asbestos 

Microtec  Laboratories,  Inc. 

1813  00 

Bridgman, 

MI 

Asbestos 

Microtec  Laboratories,  Inc.  ... 

1  0 1  1  /\1 

lolJ  Ul 

Bridgman, 

Ml 

Asbestos 

NTH  Consultants,  Ltd. 

1933 

Farmington  Hills, 

MI 

Asbestos 

Reed  City  Hospital 

1692 

Reed  City, 

MI 

Asbestos 

Sierra  Technical  Services,  Inc. 

1465 

Ann  Arbor, 

MI 

Asbestos 

Testing  Engineers  &  Consultants,  Inc. 

1489  00 

Troy, 

MI 

Asbestos 

Testing  Engineers  &  Consultants,  Inc. 

1489  01 

Ann  Arbor, 

MI 

Asbestos 

Testing  Engineers  &  Consultants,  Inc. 

1489  02 

Lansing, 

MI 

Asbestos 

Thermo  Analytical,  Inc./ERG 

1849 

Ann  Arbor, 

MI 

Asbestos 

Amador  Corporation 

0271 

Taylors  Falls, 

MN 

Electromagnetic 

Applied  Environmental  Sciences,  Inc. 

1?17 

Minneapolis, 

MM 
IVIIN 

Asbestos 

Braun  Intertec  Environmental,  Inc. 

1234 

Minneapolis, 

MN 

Asbestos 

Delta  Environmental  Consultants,  Inc. 

1966 

St.  Paul, 

MN 

Asbestos 

Institute  for  Environmental  Assessment 

1249 

Anoka, 

MN 

Asbestos 

MacNeil  Environmental  Inc. 

1935 

Burnsville, 

MN 

Asbestos 

NOVA  Environmental  Services  Inc. 

1545 

Chaska, 

MN 

Asbestos 

PACE,  Inc. 

1464  00 

Minneapolis, 

MN 

Asbestos 

Twin  City  Testing  Corporation 

1085 

St.  Paul, 

MN 

Asbestos 

Baird  Scientific 

1449 

Carthage, 

MO 

Asbestos 

Industrial  Testing  Laboratories,  Inc. 

107?  rwi 

St.  Louis, 

Asbestos 

Larron  Laboratory 

1415 

Cape  Girardeau, 

MO 

Asbestos 

Mallinckrodt  Medical,  Inc. 

0503 

Maryland  Heights, 

MO 

Dosimetry 

Microscopic  Analysis,  Inc. 

1037 

St.  Louis, 

MO 

Asbestos 

St.  Louis  County  Health  Department  ... 

13Uo 

Clayton, 

MO 

Asbestos 

Union  Electric  Company  ... 

0502 

Fulton, 

MO 

Dosimetry 

University  of  Missouri-  Kansas  City  ... 

1394 

Kansas  City, 

MO 

Asbestos 

VA  Asbestos  Analysis  Laboratory  ... 

1405 

St.  Louis, 

MO 

Asbestos 

EPS  Analytical  Services 

1420 

Jackson, 

MS 

Asbestos 

Entergy  Operations,  Inc. ... 

0546 

Port  Gibson, 

MS 

Dosimetry 

Micro-Methods,  Inc. 

1538 

Ocean  Springs, 

MS 

Asbestos 

Bison  Engineering  Inc. 

1603 

Helena, 

MT 

Asbestos 

Chen-Northern,  Inc. 

1292 

Billings, 

MT 

Asbestos 

Mountain  Laboratories 

1890 

Missoula, 

MT 

Asbestos 

A+  Analytical  Services,  Inc. 

1938 

Elizabethtown, 

NC 

Asbestos 

Asbestos  Analysis  &  Information  Service 

1261 

Four  Oaks, 

NC 

Asbestos 
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Carolina  Environmental 

1768 

Morrisville, 

NC 

Asbestos 

Carolina  Power  &  Light  Company 

0517 

Raleigh, 

NC  ■ 

Dosimetry 

Duke  Power  Company-  Dosimetry  Lab.  ... 

0505 

Huntersville, 

NC 

Dosimetry 

E.I.  duPont  de  Nemours  &  Company,  Inc.  ... 

1149 

Wilmington, 

NC 

Asbestos 

EEC,  Inc. 

1088 

Raleigh, 

NC 

Asbestos 

ELB  &  Associates,  Inc. 

1115 

Chapel  Hill, 

NC 

Asbestos 

EnviroSciences,  Inc. 

1128 

Raleigh, 

NC 

Asbestos 

Health  &  Hygiene,  Inc. 

1 1  cn 
1  ijy 

Greensboro, 

NC 

Asbestos 

Karastan  Bigelow 

0178 

Eden, 

NC 

Carpet 

Law  Engineering 

1226 

Charlotte, 

NC 

Asbestos 

NSI-ES  Analytical  Services  Laboratory 

1509 

Research  Triangle  Park,  NC 

Asbestos 

Quality  Analytical  Services,  Inc. 

1  "Xfif, 
1  jOO 

Raleigh, 

NC 

Asbestos 

RJ  Lee  Group,  Inc.  ... 

1208  04 

Raleigh, 

NC 

Asbestos 

TEI  Environmental,  Inc. 

1334 

Greensboro, 

NC 

Asbestos 

Troxler  Radiation  Monitoring  Services 

0559 

Research  Triangle  Park,  NC 

Dosimetry 

Westinghouse  Environmental  and  ... 

1047  02 

Charlotte, 

NC 

Asbestos 

ARC  Laboratories 

Grand  Forks, 

ND 

Asbestos 

Amoco  Oil  Company  ... 

1036 

Mandan, 

ND 

Asbestos 

Survey  Management  and  Design 

1772 

Fargo, 

ND 

Asbestos 

AMI  Asbestos  Management,  Inc. 

1963 

Omaha, 

NE 

Asbestos 

CHART  Services,  Ltd. 

1022  02 

Omaha, 

NE 

Asbestos 

Environmental  Salvage,  Ltd.  (ESL) 

Omaha, 

NE 

Asbestos 

Nebraska  Department  of  Health  Labs 

1842 

Lincoln, 

NE 

Asbestos 

Omaha  Public  Power  District 

0525 

Fort  Calhoun, 

NE 

Dosimetry 

Applied  Occupational  Health  Systems 

1228 

Concord, 

NH 

Asbestos 

Balsam  Environmental  Consultants,  Inc. 

1433  00 

Salem, 

NH 

Asbestos 

New  Hampshire  Division  of  Public  Health  ... 

1127 

Concord, 

NH 

Asbestos 

New  Hampshire  Yankee,  Seabrook  Station 

0543 

Seabrook, 

NH 

Dosimetry 

Retlif  Testing  Laboratories 

0267  01 

Manchester, 

NH 

Electromagnetic 

ASTECH,  Inc. 

1600 

Rahway, 

NJ 

Asbestos 

AT&T  Bell  Laboratories  ... 

1965 

Murray  Hill, 

NJ 

Asbestos 

AT&T  EMC  Laboratory 

0275 

Holmdel, 

NJ 

Electromagnetic 

Alternative  Ways,  Inc. 

1328 

Bellmawr, 

NJ 

Asbestos 

Applied  Environmental  Technology,  Inc. 

1610 

Cherry  Hill, 

NJ 

Asbestos 

Atlantic  Environmental,  Inc. 

1377  00 

Dover, 

NJ 

Asbestos 

Atlantic  Environmental,  Inc. 

1377  01 

Elberon, 

NJ 

Asbestos 

Bulava  Environmental,  Inc. 

1352 

Belle  Mead, 

NJ 

Asbestos 

Clayton  Environmental  Consultants,  Inc. 

1125  02 

Edison, 

NJ 

Asbestos 

Dames  &  Moore 

1777 

Cranford, 

NJ 

Asbestos 

Detail  Associates,  Inc. 

1030  00 

Engelwood, 

NJ 

Asbestos 

Electron-Microscopy  Service  ... 

1048  00 

Westmont, 

NJ 

Asbestos 

Electron-Microscopy  Service  ... 

1048  02 

Piscataway, 

NJ 

Asbestos 

Enviro-Probe,  Inc. 

1222  01 

Edison, 

NJ 

Asbestos 

Enviro-Probe,  Inc. 

1981 

Edison, 

NJ 

Asbestos 

Environmental  Health  Protection  ... 

1606 

Mt.  Laurel, 

NJ 

Asbestos 

Environmental  Monitoring  &  Consulting  ... 

1087 

Somerville, 

NJ 

Asbestos 

Exxon  Biomedical  Sciences,  Inc.  ... 

1379 

East  Millstone, 

NJ 

Asbestos 

Hillmann  Environmental  Company 

1421  00 

Union, 

NJ 

Asbestos 

Independent  Testing  &  Consultation,  Inc. 

1721 

Holmdel, 

NJ 

Asbestos 

Industrial  Hygiene  Laboratory 

1528 

Nutley, 

NJ 

Asbestos 

International  Asbestos  Testing  Labs 

1165 

Maple  Shade, 

NJ 

Asbestos 

Kaselaan  &  D'Angelo  Associates,  Inc. 

1263 

Haddon  Heights, 

NJ 

Asbestos 

New  Jersey  State  Department  of  Health  ... 

1876 

Trenton, 

NJ 

Asbestos 

Northeastern  Analytical  Corporation 

1333 

Marlton, 

NJ 

Asbestos 

Omega  Environmental  Services,  Inc. 

1289 

Hackensack, 

NJ 

Asbestos 

PMK,  Ferris  and  Perricone,  Inc. 

1301 

Hillside, 

NJ 

Asbestos 

Powell  Environmental  Services,  Inc. 

1622 

Delanco, 

NJ 

Asbestos 
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Princeton  Testing  Laboratory 

1311  00 

Princeton, 

NJ 

Asbestos 

Public  Service  Electric  and  Gas  Company  ... 

0531 

Hancock's  Bridge, 

NJ 

Dosimetry 

Teledyne  Isotopes 

0533 

Westwood, 

NJ 

Dosimetry 

Testweli  Craig  Laboratories  of  NJ,  Inc. 

1102  03 

Fairfield, 

NJ 

Asbestos 

Testweii  Craig  Testing  Labs.,  Inc. 

1102  08 

Mays  Landing, 

NJ 

Asbestos 

United  States  Testing  Company,  Inc. 

1074 

Hoboken, 

NJ 

Asbestos 

Assaigai  Analytical  Laboratories,  Inc. 

1457 

Albuquerque, 

NM 

Asbestos 

New  Mexico  State  University  ... 

1225 

Las  Cruces, 

NM 

Asbestos 

TMA/Eberline 

0515 

Albuquerque, 

NM 

Dosimetry 

Reynold's  Electrical  &  Engineering  Co. 

1738 

Las  Vegas, 

NV 

Asbestos 

ASTECO  INCORPORATED 

1458 

Middleport, 

NY 

Asbestos 

ATC  Environmental,  Inc. 

1187 

New  York, 

NY 

Asbestos 

Adelaide  Environmental  Health  Associates 

1300  00 

Binghamton, 

NY 

Asbestos 

Adelaide  Environmental  Health  Associates 

1300  01 

White  Plains, 

NY 

Asbestos 

Adirondack  Environmental  Services,  Inc. 

1823 

Albany, 

NY 

Asbestos 

Ambient  Lab's,  Inc. 

1618 

New  York, 

NY 

Asbestos 

American  Testing  Laboratories,  Inc. 

1430 

Bronx, 

NY 

Asbestos 

Applied  GeoServices,  Inc. 

1577 

New  York, 

NY 

Asbestos 

Asbesto-Tech 

1183 

Bronx, 

NY 

Asbestos 

Assessment  Technologies  Inc. 

1620 

New  York, 

NY 

Asbestos 

Athenica  Environmental  Services,  Inc. 

1958 

Long  Island  City, 

NY 

Asbestos 

Atlantic  Testing  Laboratories,  Limited 

0177 

Cicero, 

NY 

Construction 

B&D  Materials  Testing  Corporation 

1755 

New  York, 

NY 

Asbestos 

Barnes  and  Jarnis,  Inc. 

1553  01 

New  York, 

NY 

Asbestos 

Brad  Associates 

1169 

Lake  Ronkonkoma, 

NY 

Asbestos 

Brookhaven  National  Laboratory  ... 

1817 

Upton, 

NY 

Asbestos 

Buck  Environmental  Laboratories,  Inc. 

1605 

Cortland, 

NY 

Asbestos 

Buffalo  Testing  Laboratories,  Inc. 

1604 

Buffalo, 

NY 

Asbestos 

Calibrations,  Inc. 

1381 

Latham, 

NY 

Asbestos 

Certified  Engineering  &  Testing  Co.,  Inc 

1362 

Utica, 

NY 

Asbestos 

Champion  International  Corporation 

0291 

West  Nyack, 

NY 

Commercial 

Chenango  Environmental  Laboratory 

1078 

Endicott, 

NY 

Asbestos 

Comprehensive  Analytical  Group,  Inc. 

1702 

Syracuse, 

NY 

Asbestos 

Con  Edison 

1558 

Astoria, 

NY 

Asbestos 

Con  Edison  Indian  Point  Station 

0538 

Buchanan, 

NY 

Dosimetry 

D/L  Laboratories 

0252 

New  York, 

NY 

Commercial 

Dayton  T.  Brown,  Inc. 

0337 

Bohemia, 

NY 

Electromagnetic 

Eastern  Analytical  Services,  Inc. 

1646 

Elmsford, 

NY 

Asbestos 

Ecology  and  Environment,  Inc. 

1230 

Cheektowaga, 

NY 

Asbestos 

Entek  Environmental  &  Technical  Services 

1455 

Troy, 

NY 

Asbestos 

Enviro-Probe,  Inc. 

1222  00 

Bronx, 

NY 

Asbestos 

Environmental  Compliance  Laboratories 

1808 

Hauppauge, 

NY 

Asbestos 

Environmental  Testing  Laboratories,  Inc. 

1937 

Farmingdale, 

NY 

Asbestos 

FLI  Environmental  Services 

1393 

Waverly, 

NY 

Asbestos 

Fairway  Testing  Company,  Inc. 

0340 

Stony  Point, 

NY 

Construction 

Galson  Technical  Services,  Inc. 

1375 

E.  Syracuse, 

NY 

Asbestos 

Glomar  Corporation 

1275 

Long  Island  City, 

NY 

Asbestos 

Hall-Kimbrell  Environmental  Services  Inc 

1342  03 

Flushing, 

NY 

Asbestos 

Hazardous  Waste  Engineering  Consultants 

1102  06 

Ossining, 

NY 

Asbestos 

Hygeia  Environmental  Laboratories,  Inc. 

1011  01 

New  York, 

NY 

Asbestos 

Hygeia  Environmental  Laboratories,  Inc. 

1011  02 

Utica, 

NY 

Asbestos 

IBM  Acoustics  Laboratory 

0323 

Poughkeepsie, 

NY 

Acoustics 

Independent  Asbestos  Labs,  Inc. 

1101 

East  Syracuse, 

NY 

Asbestos 

Industrial  Testing  Laboratories 

1592 

New  York, 

NY 

Asbestos 

JLC  Environmental  Consultants  Inc. 

1953 

New  York, 

NY 

Asbestos 

KEMRON  Environmental  Services,  Inc. 

1070 

Huntington  Sta., 

NY 

Asbestos 

Laboratory  Testing  Services,  Inc. 

1332 

Westbury, 

NY 

Asbestos 

Long  Island  Lighting  Company  ... 

0558 

Wading  River, 

NY 

Dosimetry 
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Lozier  Laboratories,  Inc. 

1256 

Rochester, 

NY 

Asbestos 

Malcolm  Pimie,  Inc.  ... 

0318 

Orchard  Park, 

NY 

Construction 

Monroe  Monitoring  &  Analysis,  Inc. 

1647 

Rochester, 

NY 

Asbestos 

NET  Atlantic  -  Technical  Services  Div. 

1077 

East  Syracuse, 

NY 

Asbestos 

Nassau  County  Dept.  of  Health  ... 

1812 

Hempstead, 

NY 

Asbestos 

National  Testing  Laboratories,  Inc. 

1428 

Long  Island  City, 

NY 

Asbestos 

New  York  City  Asbestos  Control  Program  ... 

1888 

New  York, 

NY 

Asbestos 

New  York  City  Department  of  General  ... 

1501 

New  York, 

NY 

Asbestos 

New  York  City,  Department  of  Sanitation  ... 

1683 

New  York, 

NY 

Asbestos 

New  York  Power  Authority  ... 

0508 

Buchanan, 

NY 

Dosimetry 

New  York  Power  Authority  ... 

0511 

Lycoming, 

NY 

Dosimetry 

Niagara  Mohawk  Power  Corporation  ... 

0553 

Lycoming, 

NY 

Dosimetry 

North  Atlantic  Laboratories 

1944 

Bohemia, 

NY 

Asbestos 

OBG  Laboratories,  Inc. 

1343 

Syracuse, 

NY 

Asbestos 

Owens-Coming  Fiberglas  Corporation  ... 

0128 

Delmar, 

NY 

Thermal 

Paradigm  Environmental  Services,  Inc. 

1819 

Rochester, 

NY 

Asbestos 

Pedneault  Associates,  Inc. 

1177  00 

Bohemia, 

NY 

Asbestos 

Phoenix  Safety  Associates,  Ltd. 

1791 

New  York, 

NY 

Asbestos 

Professional  Service  Industries,  Inc. 

1173 

Albany, 

NY 

Asbestos 

Professional  Testing  Laboratories,  Inc. 

1929 

Port  Washington, 

NY 

Asbestos 

Public  Service  Testing  Laboratories,  Inc 

1435 

Woodside, 

NY 

Asbestos 

R.C.G.  BOCES  Environmental  Laboratory 

1002 

Brookview, 

NY 

Asbestos 

RJ  Lee  Group,  Inc.  ... 

1208  01 

Grand  Island, 

NY 

Asbestos 

Retlif  Testing  Laboratories 

0267  00 

Ronkonkoma, 

NY 

Electromagnetic 

Rochester  Gas  &  Electric  Corporation  ... 

0514 

Ontario, 

NY 

Dosimetry 

Roy  F.  Weston,  Inc. 

1254  01 

Carle  Place,  Long  Island, 

NY 

Asbestos 

Suffolk  Countv  Public  &  Env  Health  Lab 

1358 

Hauppauge, 

NY 

Asbestos 

TAKA  Asbestos  Analytical  Services,  Inc. 

1724 

Northport, 

NY 

Asbestos 

Taylor  Environmental  Group,  Inc. 

1712 

Floral  Park, 

NY 

Asbestos 

Testwell  Craig  Laboratories  of  ... 

1102  01 

Albany, 

NY 

Asbestos 

Testwell  Craig  Laboratories,  Inc. 

1102  00 

Ossining, 

NY 

Asbestos 

Testwell  Craig  Mobile  Lab 

1102  09 

Ossining, 

NY 

Asbestos 

Testwell  Craig  Peters  Testing  Labs.,  Inc 

1102  07 

East  Syracuse, 

NY 

Asbestos 

Underwriters  Laboratories,  Inc. 

0255 

Melville, 

NY 

Electromagnetic 

WKP  Laboratories  Inc. 

1950 

Ossining, 

NY 

Asbestos 

Affiliated  Environmental  Services,  Inc. 

1007 

Sandusky, 

OH 

Asbestos 

Alloway  Testing 

1054 

Lima, 

OH 

Asbestos 

American  Analytical  Laboratories,  Inc. 

1024 

Akron, 

OH 

Asbestos 

Asbestos  Compliance  Technology,  Inc. 

1164 

Cincinnati, 

OH 

Asbestos 

Battelle  Columbus  Division 

1898 

Columbus, 

OH 

Asbestos 

Bruce  Menkel  and  Associates,  Inc. 

1389 

Franklin, 

OH 

Asbestos 

DataChem  Laboratories 

1917 

Cincinnati, 

OH 

Asbestos 

DeYor  Laboratories,  Inc. 

1062 

Youngstown, 

OH 

Asbestos 

Dow  Chemical  USA  ... 

0103 

Granville, 

OH 

Thermal 

Electro-Analytical,  Inc. 

1019 

Mentor, 

OH 

Asbestos 

Environmental  Consultants 

1594 

Toledo, 

OH 

Asbestos 

EssTek 

1700 

Middleburg  Heights, 

OH 

Asbestos 

Gelles  Laboratories,  Inc. 

1170 

Columbus, 

OH 

Asbestos 

Hayden  Environmental  Group,  Inc. 

1774 

Miamisburg, 

OH 

Asbestos 

International  Technology  Analytical  ... 

1139  00 

Cincinnati, 

OH 

Asbestos 

Lyie  Laboratories 

1441 

Columbus, 

OH 

Asbestos 

Martin  Marietta  Energy  Systems,  Inc.  ... 

1383 

Piketon, 

OH 

Asbestos 

Micro  View  Consulting 

1195  ■ 

Akron, 

OH 

Asbestos 

Monarch  Analytical  Laboratories,  Inc. 

1163 

Toledo, 

OH 

Asbestos 

NET  Midwest,  Inc. 

1437  01 

Dayton, 

OH 

Asbestos 

NIOSH  ... 

1100 

Cincinnati, 

OH 

Asbestos 

Owens-Corning  Fiberglas  Corporation  ... 

0109 

Granville, 

OH 

Thermal 

Owens-Corning  Fiberglas  Corporation  ... 

0129 

Newark, 

OH 

Thermal 

Pro-Ac  Asbestos  Services 

1585 

Cincinnati, 

OH 

Asbestos 

Ricerca,  Inc. 

1071 

Painesville, 

OH 

Asbestos 
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S.E.A.,  Inc. 

1223 

Columbus, 

OH 

Asbestos 

Science  Applications  International  Corp.  ... 

0331 

Dayton, 

OH 

Computer 

Stilson  Laboratories,  Inc. 

1060 

Columbus, 

OH 

Asbestos 

The  H.C.  Nutting  Company 

0131 

Cincinnati, 

OH 

Construction 

The  Ohio  Dept.  of  Health  Laboratories 

1818 

Columbus, 

OH 

Asbestos 

Tremco  Inc.,  Roofing  Division 

1188 

Cleveland, 

OH 

Asbestos 

Tri-State  Laboratories,  Inc. 

1008 

Youngstown, 

OH 

Asbestos 

Wadsworth/ALERT  Laboratory 

1429 

Cleveland, 

OH 

Asbestos 

Zimmerlin  Consulting  Group 

1330  00 

Hilliard, 

OH 

Asbestos 

Conoco  Analytical  Laboratory 

1821 

Ponca  City, 

OK 

Asbestos 

Diversified  Environmental  ... 

1621 

Oklahoma  City, 

OK 

Asbestos 

Earth  Tech  Enterprises,  Inc. 

1414 

Wagoner, 

OK 

Asbestos 

Hollytex  Carpet  Mills,  Inc. 

0247 

Anadarko, 

OK 

Carpet 

Marshall  Environmental  Management,  Inc. 

1260 

Oklahoma  City, 

OK 

Asbestos 

National  Asbestos  Consultants,  Inc. 

1427 

Oklahoma  City, 

OK 

Asbestos 

Occupational  Safety  and  Health  ... 

1729 

Bixby, 

OK 

Asbestos 

Oklahoma  State  Department  of  Health  ... 

Oklahoma  City, 

UK 

Asbestos 

Phillips  Petroleum  Company  ... 

1280 

Bartlesville, 

OK 

Asbestos 

Precision  Testing  Laboratory,  Inc. 

1580 

Moore, 

OK 

Asbestos 

Quantem  Laboratories 

1959 

Oklahoma  City, 

OK 

Asbestos 

Standard  Testing  &  Engineering  Company 

1053  00 

Oklahoma  City, 

OK 

Asbestos 

Stanley  Engineering,  Inc.  ... 

1568 

Oklahoma  City, 

OK 

Asbestos 

Stiers  Electron  Microscopy,  Inc. 

1875 

Oklahoma  City, 

OK 

Asbestos 

United  States  Testing  Company,  Inc. 

0107 

Tulsa, 

OK 

Thermal 

Coffey  Laboratories  Inc. 

1400 

Portland, 

OR 

Asbestos 

Environmental  Consulting  Services,  Inc. 

1064  00 

Eugene, 

OR 

Asbestos 

Environmental  Consulting  Services,  Inc. 

1064  01 

Tigard, 

OR 

Asbestos 

Hazcon,  Inc. 

Portland, 

Asbestos 

Health  Physics  Northwest,  Inc. 

0567 

Tigard, 

OR 

Dosimetry 

NAC  Corporation 

1503 

Bend, 

OR 

Asbestos 

Oregon  Analytical  Laboratory 

1080 

Beaverton, 

OR 

Asbestos 

PBS  Environmental 

1910 

Portland, 

OR 

Asbestos 

Portland  General  Electric  Company 

0550 

Rainier, 

OR 

Dosimetry 

Professional  Service  Industries,  Inc. 

1472 

Portland, 

OR 

Asbestos 

Tektronix,  Inc. 

0328 

Beaverton, 

OR 

Electromagnetic 

AGX,  Inc. 

1578 

Zelienople, 

PA 

Asbestos 

Accredited  Environmental  ... 

1051 

Media, 

PA 

Asbestos 

Advanced  Analytical  Laboratories,  Inc. 

1820 

Hazleton, 

PA 

Asbestos 

Alcoa  Environmental  Health  Laboratory  ... 

1614 

Alcoa  Center, 

PA 

Asbestos 

Allegheny  Asbestos  Analysis,  Inc. 

1704 

Pittsburgh, 

PA 

Asbestos 

Allegheny  Mountain  Research,  Inc. 

1204 

Berlin, 

PA 

Asbestos 

Altest  Environmental  Laboratories 

1351 

Plymouth, 

PA 

Asbestos 

American  Testing  Laboratories,  Inc. 

0146 

Lancaster, 

PA 

Construction 

Architectural  Testing,  Inc. 

0282 

York, 

PA 

Thermal 

Armstrong  World  Industries,  Inc.  ... 

0228 

Lancaster, 

PA 

Acoustics 

BCM  Engineers  Inc. 

1374  01 

Pittsburgh, 

PA 

Asbestos 

BCM  Engineers  Inc.  Laboratory  Division 

1374  00 

Norristown, 

PA 

Asbestos 

Camtech,  Inc. 

1490  00 

Pittsburgh, 

PA 

Asbestos 

CertainTeed  Corporation 

0101 

Blue  Bell, 

PA 

Thermal 

Commonwealth  of  Pennsylvania  ... 

1629 

Harrisburg, 

PA 

Asbestos 

Cumberland  Analytical  Laboratories  Inc. 

1305 

Chambersburg, 

PA 

Asbestos 

Detail  Associates,  Inc. 

1922 

Pittsburgh, 

PA 

Asbestos 

Duquesne  Light  Company  ... 

0521 

Shippingport, 

PA 

Dosimetry 

Eagle  Industrial  Hygiene  Assoc.,  Inc. 

1536 

Huntingdon  Valley, 

PA 

Asbestos 

Environmental  Hazards  Services,  Inc. 

1882 

Philadelphia, 

PA 

Asbestos 

Free-Col  Laboratories,  Inc. 

1023 

Meadville, 

PA 

Asbestos 

GPU  Nuclear  Corporation  ... 

0510 

Middletown, 

PA 

Dosimetry 

Galson  Technical  Services,  Inc. 

1404  00 

Plymouth  Meeting, 

PA 

Asbestos 
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Gannett  Fleming,  Inc.  ... 

1475 

Camp  Hill, 

PA 

Asbestos 

JACA  Corporation 

1278 

Fort  Washington, 

PA 

Asbestos 

Kevco  Services,  Inc. 

1941 

Butler, 

PA 

Asbestos 

Laboratory  Resources,  Inc.  ... 

1355 

Bethlehem, 

PA 

Asbestos 

Lancaster  Laboratories,  Inc. 

1084  ' 

Lancaster, 

PA 

Asbestos 

MDS  Laboratories 

1262 

Reading, 

PA 

Asbestos 

Microbac  Laboratories,  Inc.  ... 

1035  00 

Erie, 

PA 

Asbestos 

PENNRUN  Corporation 

1369 

Pittsburgh, 

PA 

Asbestos 

Peach  Laboratories,  Inc. 

1529 

Gibsonia, 

PA 

Asbestos 

Pennsylvania  DER  Bureau  of  Laboratories 

1323 

Harrisburg, 

PA 

Asbestos 

Pennsylvania  Power  and  Light  Company 

0554 

Allentown, 

PA 

Dosimetry 

Philadelphia  Electric  Company 

0568 

Valley  Forge, 

PA 

Dosimetry 

Professional  Service  Industries,  Inc.  ... 

1350 

Pittsburgh, 

PA 

Asbestos 

R  &  B  Enterprises 

0280 

West  Conshohocken 

PA 

Electromagnetic 

RJ  Lee  Group,  Inc. 

1208  00 

Monroeville, 

PA 

Asbestos 

Radiation  Sciences  Incorporated 

0330 

Harleysville, 

PA 

Electromagnetic 

SE  Technologies,  Inc. 

1893 

Bridgeville, 

PA 

Asbestos 

SSM/Laboratories 

1112 

Reading, 

PA 

Asbestos 

Structure  Probe  Inc. 

1780 

^^est  Chester 

PA 

Asbestos 

Volz  Environmental  Services,  Inc. 

1269 

Pittsburgh, 

PA 

Asbestos 

Westinghouse  Electric  Corporation  ... 

0569 

Madison, 

PA 

Dosimetry 

Wright  Lab  Services,  Inc. 

1532 

Middletown, 

PA 

Asbestos 

Analytical  Testing  Services,  Inc. 

1015 

Smithfield, 

RI 

Asbestos 

Certified  Engineering  &  Testing  Co.,  Inc  ... 

1406 

Providence, 

RI 

Asbestos 

Northeast  Environmental  Testing  ... 

1552 

Cranston, 

RI 

Asbestos 

R.  P.  Geisser,  Inc. 

0335 

East  Providence, 

RI 

Construction 

Azimuth,  Incorporated 

1050 

Charleston, 

SC 

Asbestos 

EnviroSciences,  Inc. 

1123 

Spartanburg, 

sc 

Asbestos 

Environmental  Services  Division 

1410 

Greenwood, 

SC 

Asbestos 

Ethyl  Corporation  ... 

1962 

Orangeburg, 

sc 

Asbestos 

S.C.  Department  of  Health  &  Env.  Control  ... 

1572 

Columbia, 

sc 

Asbestos 

South  Carolina  Dept.  of  Health  and  ... 

1474 

Columbia, 

sc 

Asbestos 

South  Carolina  Electric  &  Gas  Company  ... 

0547 

Jenkinsville, 

sc 

Dosimetry 

Westinghouse  Environmental  and  ... 

1047  00 

Mt.  Pleasant, 

sc 

Asbestos 

ATC  Environmental,  Inc. 

1081  00 

Sioux  Falls, 

SD 

Asbestos 

Certified  Engineering  &  Testing  Co.,  Inc 

1182  00 

Memphis, 

TN 

Asbestos 

Phoenix  Environmental  Laboratories 

1479 

Nashville, 

TN 

Asbestos 

SSI  Services,  Inc. 

1693 

Arnold  AFB, 

TN 

Asbestos 

Specialized  Assays,  Inc. 

1021 

Nashville, 

TN 

Asbestos 

Tennessee  State-  Public  Health  Lab.  ... 

1496 

Knoxville, 

TN 

Asbestos 

Tennessee  Valley  Authority  ... 

0516 

Chattanooga, 

TN 

Dosimetry 

A  &  B  Environmental  Services,  Inc. 

1793 

Channelview, 

TX 

Asbestos 

AMS  Material  Services,  Inc.  ; 

1925 

Houston, 

TX 

Asbestos 

ATEC  Associates,  Inc. 

1265  02 

Dallas, 

TX 

Asbestos 

Accumin  Analysis,  Inc. 

1761 

Houston, 

TX 

Asbestos 

Acoustic  Systems  Acoustical  Res  Facility 

0286 

Austin, 

TX 

Acoustics 

Aer-Aqua  Laboratories,  Inc. 

1790 

Houston, 

TX 

Asbestos 

Air  Force  Occupational  and  Environmental ... 

0548 

Brooks  AFB, 

TX 

Dosimetry 

Allied  Environmental  Services,  Inc. 

1245 

Channelview, 

TX 

Asbestos 

Analytical  Labs 

1805 

Baird, 

TX 

Asbestos 

Atomic  Energy  Industrial  Laboratory  of  ... 

0556 

Houston, 

TX 

Dosimetry 

BCM  Engineers  Inc. 

1212  02 

Dallas, 

TX 

Asbestos 

CHEMTEX  Environmental  Laboratory,  Inc. 

1337 

Port  Arthur, 

TX 

Asbestos 

Cam  Environmental  Services 

1490  01 

Houston, 

TX 

Asbestos 

Certified  Engineering  &  Testing  Co.,  Inc 

1182  01 

Dallas, 

TX 

Asbestos 

Chisholm  Trail  Testing  &  ... 

0160 

Decatur, 

TX 

Carpet 
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Cuesta  Environmental  Inc. 

1880 

Austin, 

TX 

Asbestos 

Dallas  Laboratories,  Inc. 

0329 

Dallas, 

TX 

Commercial 

East  Texas  Testing  Laboratory,  Inc. 

1481 

Tyler, 

TX 

Asbestos 

EcoTech 

1281 

Irving, 

TX 

Asbestos 

Electron  Microscopy  Center,  TTUHSC 

1915 

Lubbock, 

TX 

Asbestos 

Environmental  Analytics,  Inc. 

1878 

Houston, 

TX 

Asbestos 

Environmental  Monitoring  Service,  Inc. 

1576  00 

Austin, 

TX 

Asbestos 

Environmental  Monitoring  Service,  Inc. 

1576  01 

Port  Neches, 

TX 

Asbestos 

Environmental  Research  Institute,  Inc. 

1232 

Tyler, 

TX 

Asbestos 

Envirotest,  Inc. 

1595 

Houston, 

TX 

Asbestos 

Garrett  &  Associates 

1348  00 

Dallas, 

TX 

Asbestos 

Garrett  &  Associates 

1348  01 

Waco, 

TX 

Asbestos 

Geotechnical-Environmental  Labs.,  Inc. 

1748 

Austin, 

TX 

Asbestos 

Gerald  Garrett  Laboratories,  Inc. 

1905 

Dallas, 

TX 

Asbestos 

Hanby  Analytical  Laboratories,  Inc. 

1482  00 

Houston, 

TX 

Asbestos 

Hanby  Analytical  Laboratories,  Inc.  ... 

1482  01 

Houston, 

TX 

Asbestos 

Houston  Lighting  &  Power  Company  ... 

0519 

Wadsworth, 

TX 

Dosimetry 

Industrial  Compliance  South  Central,  Inc 

1162  00 

Dallas, 

TX 

Asbestos 

Industrial  Hygiene  &  Safety  ... 

1634 

Carrollton, 

TX 

Asbestos 

Jimmie  Ann  Bolton 

1735 

Austin, 

TX 

Asbestos 

LEE-V  Asbestos  Consultants,  Inc. 

1940  00 

Arlington, 

TX 

Asbestos 

Law  Engineering,  Inc. 

1152  00 

Houston, 

TX 

Asbestos 

Lee,  Knuckles  Micro  Labs  and  Consultants 

1940  01 

Arlington, 

TX 

Asbestos 

Maxim  Engineers,  Inc. 

1091 

Dallas, 

TX 

Asbestos 

McClelland  Management  Services,  Inc. 

1148 

Houston, 

TX 

Asbestos 

McKee  Environmental  Health  Services 

1135 

Houston, 

TX 

Asbestos 

Microanalysis  Laboratory,  Inc. 

1734 

Dallas, 

TX 

Asbestos 

Microanalysis  Laboratory,  PEI/DFW 

1139  01 

DFW  Airport, 

TX 

Asbestos 

NUS  Corporation 

1233 

Houston, 

TX 

Asbestos 

North  American  Analytical  Labs.,  Inc. 

1782 

Abilene, 

TX 

Asbestos 

Occupational  Hygiene  Inc. 

1715 

Dallas, 

TX 

Asbestos 

Owens-Corning  Fiberglas  Corporation  ... 

0130 

Waxahachie, 

TX 

Thermal 

Phillips  66  Company  ... 

1500 

Borger, 

TX 

Asbestos 

Probe  Testing  Laboratory 

1873 

El  Paso, 

TX 

Asbestos 

Raba-Kistner  Consultants,  Inc. 

1298 

San  Antonio, 

TX 

Asbestos 

Reservoirs  Environmental  Services,  Inc. 

1896  01 

Houston, 

TX 

Asbestos 

Shell  Development  Company  ... 

1701 

Houston, 

TX 

Asbestos 

Southwestern  Laboratories,  Inc. 

1502  00 

Houston, 

TX 

Asbestos 

Southwestern  Laboratories,  Inc.  -  Dallas 

1502  01 

Dallas, 

TX 

Asbestos 

Southwestern  Public  Service  Company  ... 

1303 

Amarillo, 

TX 

Asbestos 

Sun  City  Analytical,  Inc. 

1870 

El  Paso, 

TX 

Asbestos 

TRI  Environmental,  Inc. 

Austin, 

TX 

Asbestos 

Technology  Serving  People,  Inc. 

1082 

Houston, 

TX 

Asbestos 

Texaco  Chemical  Co.,  PTS  Laboratory 

1432 

Port  Neches, 

TX 

Asbestos 

Texas  Department  of  Health 

1287 

Austin, 

TX 

Asbestos 

Texas  Utilities  Electric  Company 

0528 

Glen  Rose, 

TX 

Dosimetry 

The  Hartford  Steam  Boiler  Inspection  and  ... 

1542  00 

Houston, 

TX 

Asbestos 

USAF  Occupational  &  Enviro.  Health  Lab.  ... 

1046 

Brooks  Air  Force  Base,  TX 

Asbestos 

University  of  Texas,  Health  Center  ... 

1231 

Tyler, 

TX 

Asbestos 

Communication  Certification  Laboratory 

Salt  Lake  City, 

UT 

CICL 11  UlIlu^JICllW 

DataChem  Laboratories 

1534 

Salt  Lake  City, 

UT 

Asbestos 

Dixon  Information  Inc. 

1012  00 

South  Salt  Lake, 

UT 

Asbestos 

Dixon  Information  Inc.-  Mobile 

1012  01 

South  Salt  Lake, 

UT 

Asbestos 

Garco  Testing  Laboratories 

0195 

Salt  Lake  City, 

UT 

Commercial 

Garco  Testing  Laboratories 

0195 

Salt  Lake  City, 

UT 

Construction 

Professional  Service  Industries,  Inc. 

1129 

Salt  Lake  City, 

UT 

Asbestos 

UNISYS  Corporation 

0283 

Salt  Lake  City, 

UT 

Electromagnetic 

A-1  Asbestos  Testing  Laboratory 

1956 

Richmond, 

VA 

Asbestos 

ATEC  Associates,  Inc. 

1055  01 

Norfolk, 

VA 

Asbestos 
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American  Medical  Laboratories,  Inc.  ... 

1136  00 

Fairfax, 

VA 

Asbestos 

American  Medical  Laboratories,  Inc. 

1136  01 

Richmond, 

VA 

Asbestos 

Analytics  Laboratory 

1004  00 

Richmond, 

VA 

Asbestos 

Analytics  Laboratory 

1004  01 

Alexandria, 

VA 

Asbestos 

Analytics  Laboratory 

1004  02 

Virginia  Beach, 

VA 

Asbestos 

Applied  Environmental  Inc. 

1611 

Reston, 

VA 

Asbestos 

County  of  Fairfax/Dept.  of  Env.  Mgmt.  ... 

0338 

Springfield, 

VA 

Construction 

Data  Systems  Analysts,  Inc. 

0336 

Fairfax, 

VA 

Computer 

Engineering  Consulting  Services,  Ltd. 

0298 

Chantilly, 

VA 

Construction 

Enviro  Dynamics,  Incorpyorated 

1324 

Falls  Church, 

VA 

Asbestos 

Environmental  Laboratories,  Inc.  ' 

1778 

Richmond, 

VA 

Asbestos 

Hardwood  Plywood  Manufacturers  Assn. 

0151 

Reston, 

VA 

Carpet 

Havens  Laboratories,  Inc. 

1705 

Charlottesville, 

VA 

Asbestos 

Healthy  Buildings  International  Lab-USA 

1861 

Fairfax, 

VA 

Asbestos 

Interscience  Research,  Inc. 

1257 

Norfolk, 

VA 

Asbestos 

Law  Engineering 

1847 

Chantilly, 

VA 

Asbestos 

Marine  Chemist  Service,  Inc. 

1425 

Newport  News, 

VA 

Asbestos 

Microbac  Mid-Atlantic 

1035  02 

Newport  News, 

VA 

Asbestos 

Newport  News  Shipbuilding  ... 

0561 

Newport  News, 

VA 

Dosimetry 

Pacific  Environmental  Services,  Inc. 

1190 

Herndon, 

VA 

Asbestos 

Picolab,  Inc. 

1964 

Annandale, 

VA 

Asbestos 

RJ  Lee  Group,  Inc.  ... 

1208  03 

Manassas, 

VA 

Asbestos 

OvIlllClUCl    L^ULfl  al\Jl  ICS,  till,* 

1 1  sn 

D  ir'nmrvnH 

VA 

Scientific  Laboratories,  Inc. 

1904 

Richmond, 

VA 

Asbestos 

Ovl  &  11  LllIC  ClllU  L^l  1 VI 1  Ulllllwlllal  ••• 

1185 

UldCKAL/U  1 

VA 

TC  Analytics,  Inc. 

1672 

Norfolk, 

VA 

Asbestos 

Versar  Laboratories,  Inc. 

1122 

Springfield, 

VA 

Asbestos 

Virginia  Power ...                          '        :  ' 

0520 

Mineral, 

VA 

Dosimetry 

Virginia  Power  ... 

0523 

Surry, 

VA 

Dosimetry 

Washington  Analytical  Lab  of  VA,  Inc. 

1093  00 

Chantilly, 

VA 

Asbestos 

Washington  Analytical  Lab  of  VA,  Inc.  ... 

1093  01 

Chantilly, 

VA 

Asbestos 

East  Coast  Analytical  Laboratory  Inc. 

1881 

South  Burlington, 

VT 

Asbestos 

Cascade  Analytical  Service 

1767 

Tacoma, 

WA 

Asbestos 

Chem-Ray,  Inc. 

1138 

Seattle, 

WA 

Asbestos 

Energy  &  Environmental  Measurement  Corp. 

0301 

Kent, 

WA 

Stoves 

HAZTOX/Greenway  Environmental  Systems 

1631 

Seattle, 

WA 

Asbestos 

Hanford  Environmental  Health  ... 

1058  00 

Richland, 

WA 

Asbestos 

Hanford  Environmental  Health  ... 

1058  01 

Richland, 

WA 

Asbestos 

Hazcon,  Inc. 

1106 

Seattle, 

WA 

Asbestos 

iVlCU' 1  UA  /Aa^ULIalCs,  IIIC 

1229  01 

Seattle 

WA 

Asbestos 

Microlab  Northwest 

1089 

Redmond, 

WA 

Asbestos 

Northwest  Envirocon,  Inc. 

1869 

Vancouver, 

WA 

Asbestos 

Prezant  Associates,  Inc. 

1886 

Seattle, 

WA 

Asbestos 

Puget  Sound  Naval  Shipyard 

1539 

Bremerton, 

WA 

Asbestos 

University  of  Washington  ... 

1617 

Seattle, 

WA 

Asbestos 

Washington  Public  Power  Supply  System 

0545 

Richland, 

WA 

Dosimetry 

Westinghouse  Environmental  and  ... 

1874  00 

Richland, 

WA 

Asbestos 

Weyerhaeuser  Technology  Center 

0265 

Tacoma, 

WA 

Commercial 

AIResearch,  Inc. 

1868 

Wauwatosa, 

WI 

Asbestos 

C.  G.  Technologies,  Inc. 

1353 

Madison, 

WI 

Asbestos 

CBC  Environmental  Services 

1028 

Oak  Creek, 

WI 

Asbestos 

Fine  Beam  Analytical,  Inc. 

1912 

Milwaukee, 

WI 

Asbestos 

HMMI  -  Analytical  Services  Division 

1809 

Madison, 

WI 

Asbestos 

Hufcor  Acoustical  Laboratory 

0239 

Janesville, 

WI 

Acoustics 

MacDonald  Research  Group,  Inc. 

1247 

Milwaukee, 

WI 

Asbestos 

Northland  Environmental  Services,  Inc. 

1158 

Stevens  Point, 

WI 

Asbestos 

Twin  Ports  Testing,  Inc. 

1619 

Superior, 

WI 

Asbestos 

Warnock  Hersey  International,  Inc. 

0249 

Middleton, 

WI 

Thermal 
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Wausau  Insurance  Companies  ... 

1079 

Wausau,  WI 

Asbestos 

West  Allis  Memorial  Hospital  ... 

1 

lOOl 

west  /\jns,  wi 

Asbestos 

Wisconsin  Occupational  Health  Laboratory 

1109 

Madison,  WI 

Asbestos 

ASBESTECH  ... 

1306 

St.  Albans,  WV 

Asbestos 

Air-Quality  Analysis,  Inc. 

1601 

Morgantown,  WV 

Asbestos 

Asbestos  Laboratory  Division-P.H.I. 

1575 

Charleston,  WV 

Asbestos 

Mountaineer  Testing  Laboratories,  Inc. 

1784 

Lewisburg,  WV 

Asbestos 

Spencer  Testing  Services-  TEM  LAB 

1918 

Spencer,  WV 

Asbestos 

Canadian  Standards  Association 

0322 

Rexdale,  Ontario,  CANADA 

Stoves 

Chatfield  Technical  Consulting  Limited 

ILUj 

Mississauga,  Ontario,  CANADA 

Asbestos 

McMaster  University,  Occup.  Health  Lab. 

1511 

Hamilton,  Ontario,  CANADA 

Asbestos 

ORTECH  International 

1483 

Mississauga,  Ontario,  CANADA 

Asbestos 

Pinchin  &  Associates  Ltd. 

1270 

Mississauga,  Ontario,  CANADA 

Asbestos 

Pinchin  Harris  Holland  Associates,  Ltd. 

1675  00 

Bumaby,  B.C.,  CANADA 

Asbestos 

Pinchin  Harris  Holland  Associates,  Ltd. 

1675  01 

Edmonton,  Alberta,  CANADA 

Asbestos 

N^otoviolc   Anolirti/^ol  ^^r\Ft/^oc  ilitxfmmtr 

ividicriaia  /\naiyiiCai  ocrvicca/vjcrmdiiy 

Asbestos 

Akzo  Japan  Limited 

0290  00 

Tokyo,  JAPAN 

Electromagnetic 

Akzo  Japan  Limited 

0290  01 

Kanagawa,  JAPAN 

Electromagnetic 

Akzo  Japan  Limited 

0290  02 

Shizuoka,  JAPAN 

Electromagnetic 

Akzo  Japan  Limited 

0290  03 

Nagano,  JAPAN 

Electromagnetic 

Akzo  Japan  Limited 

0290  04 

Kanagawa,  JAPAN 

Electromagnetic 

Akzo  Japan  Limited 

0290  05 

Tochigi,  JAPAN 

Electromagnetic 

Taiwan  Power  Company,  Radiation  Lab. 

0562 

Taipei,  Taiwan,  REPUBLIC  OF  CHINA  Dosimetry 
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NVLAP  LAB  CODE  0101 


CERTAINTEED  CORPORATION 

P.O.  Box  1100,  1400  Union  Meeting  Road 

Blue  Bell,  PA  19422-0761 

Maurice  J.  Kelley    Phone:  215-341-6203 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/C02  16  CFR-Part  1209.5 

01/CX)3  California  Energy  Commission 

Tests  for  Insulating  Materials: 
Corrosiveness— Mineral  Fiber 
Blankets  and  Loose-fill 
01/DOl  ASTM  C136 

01/D02  ASTM  C167 

01/D08  ASTM  C302 

01/D09  ASTM  C303 

01/D13  ASTM  C519 

01/D24  ASTM  C739  (Sec.  12) 

01/D26  16  CFR-Part  1209.4 

01/D27  ASTM  C739-86 

01/FOl  TAPPI T461 

01/F05  ASTM  E136 

01/F07  16  CFR-Part  1209.6 

01/F08  16  CFR-Part  1209.7 

01/SOl  ASTM  C165  (Proc.  A) 

01/S08  ASTM  C446 

01/SlO  ASTM  D828 

01/S12  California  Energv'  Commission 

Tests  for  Insulating  Materials: 
Bond  Strength  -  Spray  Applied 
Cellulose 

01/TOl  ASTM  C177 

OimW  ASTM  C236 

01^^05  ASTM  C335 

01A"06  ASTM  C518 

0im)9  ASTM  C653 

OimO  ASTM  C687 

0W04  ASTM  E96  (Proc.  A) 


NVLAP  LAB  CODE  0104 

NAHB  NATIONAL  RESEARCH  CENTER 

400  Prince  Georges  Boulevard 
Upper  Marlboro,  MD  20772-8731 
Raj  S.  Sikand     Phone:  301-249-4000 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/D02  ASTM  C167 

01/D13  ASTM  C519 

01ArO6  ASTM  C518 

01/T09  ASTM  C653 

OmiQ  ASTM  C687 

NVLAP  LAB  CODE  0106 


UNITED  STATES  TESTING  COMPANY,  INC. 
CALIFORNIA  DIMSION 

5555  Telegraph  Road,  Los  Angeles,  CA  90040-1511 
David  A.  Heywood     Phone:  213-723-7181 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/F02  ASTM  E84 

01/TOl  ASTM  C177 

01/V04  ASTM  E96  (Proc.  A) 

CARPET 

03/COl  AATCC  16E 

03/C02  AATCC  8 

03/D02  ASTM  D418  (Sec.  9) 

03/D03  ASTM  D418  (Sec.  10  &  11) 

03/D04  ASTM  D418  (Sec.  13) 

03/F03  16  CFR  Part  1630.4 

03/704  ASTM  E648 

03/F05  ASTM  E662 

03/SOl  ASTM  D1335 

03/S03  ASTM  D3936 


NVLAP  LAB  CODE  0103 


NVTAP  LAB  CODE  0107 


DOW  CHEMICAL  USA,  FOAM  PRODUCTS  R&D 

PRODUCT  PERFOR\L\NCE  LAB 

P.O.  Box  515,  3825  Columbia  Road,  S.W. 

Granville,  OH  43023-0515 

MarkWeick    Phone:  614-587-4244 


UNITED  STATES  TESTING  COMPANY,  INC. 

1341  North  108th  East  Avenue,  Tulsa,  OK  74116 
Fred  D.  Wampnar     Phone:  918-437-8333 

Accreditation  Renewal  Date:  January  1,  1992 


Accreditation  Renewal  Date:  January  1,  1992 
NVLAP  Code  Designation 

NVLAP  Code 

THERMAL 

01/C02 

Designation 

16  CFR  Part  1209.5 

THERMAL 

01/D24 

ASTM  C739  (Sec.  12) 

01/D07 

ASTMC272 

01/D26 

16  CFR  Part  1209.4 

01/D18 

ASTM  D1622 

01/F08 

16  CFR  Part  1209.7 

01/D19 

ASTM  D2126 

01/V05 

ASTM  C739  (Sec.  11) 

01/D23 

ASTM  D2842 

01/V06 

ASTM  C739  (Sec.  15) 

01/S02 

ASTM  C203 

01/S07 

ASTM  C273 

01/Sll 

ASTM  D1621  (Proc.  A-Crosshead) 

01/TOl 

ASTM  CI 77 

01/T06 

ASTM  C518 

OIA'04 

ASTM  E96  (Proc.  A) 
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NVLAP  LAB  CODE  0108 

CERTIFIED  TESTING  LABORATORIES,  INC. 
P.O.  Box  2041,  1105  Riverbend  Drive 
Dalton,  GA  30722-2041 
John  H.  Frank    Phone:  404-226-1400 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code  Designation 
CARPET 

03/BOl  UM44d  (Table  5) 

03/COl  AATCC  16E 

03/C02  AATCC  8 

03/DOl  ASTM  D418  (Sec.  8) 

03/D02  ASTM  D418  (Sec.  9) 

03/D03  ASTM  D418  (Sec.  10  &  11) 

03/D04  ASTM  D418  (Sec.  13) 

03/D06  DDD-C-95A 

03/EOl  AATCC  134/CRI  102 

03/F03  16  CFR  Part  1630.4 

03/F04  ASTM  E648 

03/F05  ASTM  E662 

03/SOl  ASTM  D1335 

03/S02  ASTM  D2646  (Sec.  7) 

03/S03  ASTM  D3936 


NVLAP  LAB  CODE  0109 

OWENS-CORNING  FIBERGLAS  CORPORATION 

TECHNICAL  CENTER  LABORATORY 

2790  Columbus  Road,  Rt.  16 

Granville,  OH  43023-1200 

William  M.  Edmunds    Phone:  614-587-7024 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code  Designation 
THERMAL 

01/COl  ASTM  C739  (Sec.  9) 

01/C03  California  Energy  Commission 

Tests  for  Insulating  Materials: 
Corrosiveness- Mineral  Fiber 
Blankets  and  loose-fill 
01/DOl  ASTM  C136 

01/D02  ASTM  C167 

01/D03  ASTM  C209  (Sec.  6) 

01/D06  ASTM  C209  (Sec.  14) 

by  D1037  (Sec.  107-110) 
01/D08  ASTM  C302 

01/D09  ASTM  C303 

01/Dll  ASTMC356 
01/D12  ASTMC411 
01/D13  ASTM  C519 

01/D24  ASTM  C739  (Sec.  12) 

01/D26  16  CFR-Part  1209.4 

01/D27  ASTM  C739-86 

01/D29  California  Energy  Commission 

Tests  for  Insulating  Materials: 
Installed  Compressed  Thickness 
01/F02  ASTM  E84 

01/F05  ASTM  E136 

01/F07  16  CFR-Part  1209.6 

01/F08  16  CFR-Part  1209.7 


01/SOl 

ASTM  CI  65  (Proc.  A) 

01/S02 

ASTM  C203 

01/S08 

ASTMC446 

01/TOl 

ASTMC177                    .  , '  .  ' 

OIA'05 

ASTM  C335  j 

oim)6 

ASTM  C518                      .  ", 

01/T09 

ASTM  C653 

01/TlO 

ASTMC687 

0W04 

ASTM  E96  (Proc.  A) 

01/V05 

ASTM  C739  (Sec.  11) 

NVLAP  LAB  CODE  0111 

JIM  WALTER  RESEARCH  CORP.  TESTING 

LABORATORIES 

10301  9th  Street  North,  St.  Petersburg,  FL  33716 

Kendall  L.  Clark  '   Phone:  813-576-4171 

Accreditation  Renewal  Date:  January  1,  1992 

isVLAr  Coae 

Designation 

THERMAL 

A  QTK/f  r^OnO  iQor-    1 1\ 

Ao  1  ivi  c/uy  ^oec.  ij) 

yji/Ljyjj 

/\o  I  ivi  \^zu7  ^oec.  I  J) 

by  D1037  (Sec.  100-106) 

01/D06 

ASTM  C209  (Sec.  14) 

by  D1037  (Sec.  107-110) 

01/D07 

ASTM  C272 

01/D18 

ASTM  D 1622 

01/D19 

ASTMD2126  >. 

01/FOl 

TAPPIT461 

01/F02 

ASTM  E84 

01/S02 

ASTM  C203 

01/S03 

ASTM  C209  (Sec.  9) 

01/S04 

ASTM  C209  (Sec.  10) 

01/S05 

ASTM  C209  (Sec.  11) 

01/S06 

ASTM  C209  (Sec.  12)           .  ' 

01/SlO 

ASTM  D828 

Ol/SU 

ASTM  D1621  (Proc.  A-Crosshead) 

01/TOl 

ASTM  C177 

01Ar04 

ASTM  C236 

01/T06 

ASTMC518 

0W02 

TAPPIT419 

0W04 

ASTM  E96  (Proc.  A) 

ACOUSTICS 

08/P03 

ASTM  C423  „ 

08/P06 

ASTM  E90 

08/E21 

AMA-l-II 

NVLAP  LAB  CODE  0113 

HOLOMETRIX,  INC. 

99  Erie  Street,  Cambridge,  MA  02139              '  »     c  .  ; 

Andre  O.  Desjarlais 

Phone:  617-868-8050 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code 

Designation 

THERMAL 

OlATOl 

ASTM  C177 

01/T04 

ASTM  C236 

01Ar05 

ASTM  C335 

01^^06 

ASTM  C518 

'.iJ 
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NVLAP  LAB  CODE  0116 


UNDERWRITERS  LABORATORIES  INC. 

333  Pfingsten  Road,  Northbrook,  IL  60062 
Donald  A.  Mader      Phone:  708-272-8800 

Accreditation  Renewal  Date:  January  1,  1992 


Sec.  ofCSA  Standard  B  366.2-M1984 
(ULC  S627-M1984) 
(April,  1984) 


NVLAP  Code 

THERMAL 

01/COl 

01/C02 

01/DOl 

01/D13 

01/D14 

01/D24 

01/D26 

01/F02 

01/F07 

01/F08 

01/T06 

01/T09 

01/rio 

0W05 
0^06 


Designation 

ASTM  C739 
16  CFR-Part 
ASTM  C136 
ASTM  C519 
ASTM  C520 
ASTM  C739 
16  CFR-Part 
ASTM  E84 
16  CFR-Part 
16  CFR-Part 
ASTM  C518 
ASTM  C653 
ASTM  C687 
ASTM  C739 
ASTM  C739 


(Sec.  9) 
1209.5 


(Sec.  12) 
1209.4 

1209.6 
1209.7 


(Sec.  11) 
(Sec.  15) 


STOVES 

PHYSICAL/FIRE  TEST  GROUP  (04/FOO) 
Sec.  of  UL  737 


Sec.  of  UL  1482 


6th  Edition 

3rd  Edition 

NVLAP  Code 

(Sep.  16,  1988) 

(Sep.  12,  1988) 

04/FOl 

8 

8 

04/F02 

9 

9 

04/F04 

11 

11 

04/F05 

14 

04/F06 

12 

12 

04/F07 

13 

13 

04/F08 

15 

16 

04/F09 

16 

16 

04/FlO 

14 

15 

Sec.  of  CSA  Standard  B  366.2-M1984 

(ULC  S627-M1984) 

(April,  1984) 

04/Fll 

7.2 

04/F12 

7.3 

04/F14 

7.5 

04/F16 

7.6 

04/F17 

7.7 

04/F18 

7.12 

04/F19 

7.10 

04/F20 

7.11 

MOBILE  HOME  TEST  GROUP  (04/MOO) 

Sec.ofUL  737 

Sec.ofUL  1482 

6th  Edition 

3rd  Edition 

NVLAP  Code 

(Sep.  16,  1988) 

(Sep.  12,  1988) 

04/MOl 

17 

17 

04/M02 

17 

17. 

04/M03 

17 

17 

04/M04 

12 

04/M05 

12 

04/M06 

12 

ELECTRICAL  TEST  GROUP  (04/EOO ) 

Sec.  of  UL  737           Sec.  of  UL  1482 

6th  Edition                 3rd  Edition 

NVLAP  Code 

(Sep.  16,  1988)            (Sep.  12,  1988) 

04/EOl 

33  33 

04/E02 

34  34 

04/E03 

35  35 

04/E04 

36  36 

04/E05 

38  38 

04/E06 

37  37 

04/E07 

39  39 

04/E08 

40  40 

Sec.  of  CSA                 Sec.  of  CSA 

C  22.2  No.  3              C  22.2  No.  113 

1984  1984 

04/E09 

6.2  6.4 

04/ElO 

6.2  6.4 

04/Ell 

6.8 

04/E12 

6.3  6.5 

04/E13 

6.4  6.9 

ELECTROMAGNETIC 

12/COl 

47  CFR  Part  15  B,  Conducted 

12/ROl 

47  CFR  Part  15  B,  Radiated 

NVLAP  LAB  CODE  0117 

UNDERWRITERS  LABORATORIES,  INC. 

1655  Scott  Boulevard,  Santa  Clara,  CA  95050 

Donald  A.  Mader 

Phone:  708-272-8800 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code 

Designation 

THERMAL 

01/D13 

ASTM  C519 

01/D26 

16  CFR-Part  1209.4 

01/F02 

ASTM  E84 

01/F07 

16  CFR-Part  1209.6 

01/F08 

16  CFR-Part  1209.7 

NVLAP  LAB  CODE  0120 


COMMERCL\L  TESTING  COMPANY 
P.O.  Box  985,  1215  South  Hamilton  Street 
Dalton,  GA  30722-0985 
Jonathan  Jackson     Phone:  404-278-3935 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

CARPET 

03/BOl  UM44d  (Table  5) 

03/COl  AATCC  16E 
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03/C02 

AATCC8 

01/TOl 

ASTM  CI  77 

03/DOl 

ASTM  D418  (Sec.  8) 

Oim)5 

ASTM  C335 

03/D02 

ASTM  D418  (Sec.  9) 

oim»6 

ASTM  C518 

03/D03 

ASTM  D418  (Sec.  10  &  11) 

01/T09 

ASTM  C653 

03/D04 

ASTM  D418  (Sec.  13) 

01/TlO 

ASTM  C687 

03/D06 

DDD-C-95A 

01/V04 

ASTM  E96  (Proc. 

03/EOl 

AATCC  134/CRI  102 

03/FOl 

ASTM  E84 

ACOUSTICS 

03/F03 

16  CFR  Part  1630.4 

08/P02 

ASTM  C384 

03/F04 

ASTM  E648 

08/P03 

ASTM  C423 

03/F05 

ASTM  E662 

08/P04 

ASTM  C522 

03/SOl 

ASTM  D1335 

08/P06 

ASTM  E90 

03/S02 

ASTM  D2646  (Sec.  7) 

08/PlO 

ANSI  S1.31 

03/S03 

ASTM  D3936 

08/P13 

ANSI  S1.32 

NVLAP  LAB  CODE  0121 


NVLAP  LAB  CODE  0124 


SPARRELL  ENGINEERING  RESEARCH  CORPORATION 

P.O.  Box  130,  34  Bristol  Road 

Damariscotta,  ME  04543 

James  K.  Sparrell    Phone:  207-563-3224 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

OlATOl  ASTM  C177 

01^*04  ASTM  C236 

01Ar06  ASTM  C518 


OWENS-CORNING  HBERGLAS  CORPORATION 
PLANT  LABORATORY 

P.  O.  Box  89,  960  Central  Expressway 

Santa  Clara,  CA  95052 

Doug  LaSota     Phone:  408-235-1348 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/D02  ASTM  C167 

01/T06  ASTM  C518 


NVLAP  LAB  CODE  0123 

MANVILLE  SALES  CORPORATION 
MANVILLE  TECHNICAL  CENTER 

10100  W.  Ute  Avenue,  Littleton,  CO  80127-5108 


Richard  Troyer 

Phone:  303-978-5312 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code 

Designation 

THERMAL 

01/D02 

ASTM  C167 

01/D03 

ASTM  C209  (Sec.  6) 

01/D04 

ASTM  C209  (Sec.  13) 

01/D05 

ASTM  C209  (Sec.  13) 

by  D1037  (Sec.  100-106) 

01/D06 

ASTM  C209  (Sec.  14) 

by  D1037  (Sec.  107-110) 

01/D08 

ASTM  C302 

01/D09 

ASTM  C303 

01/Dll 

ASTM  C356 

01/D12 

ASTM  C411 

01/D13 

ASTM  C519 

01/F02 

ASTM  E84 

01/F05 

ASTM  E136 

01/SOl 

ASTM  C165  (Proc.  A) 

01/S02 

ASTM  C203 

01/S03 

ASTM  C209  (Sec.  9) 

01/S04 

ASTM  C209  (Sec.  10) 

01/S05 

ASTM  C209  (Sec.  11) 

01/S06 

ASTM  C209  (Sec.  12) 

01/S08 

ASTM  C446 

01/SlO 

ASTM  D828 

NVLAP  LAB  CODE  0125 

OWENS-CORNING  FIBERGLAS  CORPORATION 
PLANT  LABORATORY 

7000  McLaren  Road,  Fairburn,  GA  30213 
Al  Wallace     Phone:  404-969-2942 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/D02  ASTM  C167 

01Ar06  ASTM  C518 


NVLAP  LAB  CODE  0126 

OWENS-CORNING  nBERGLAS  CORPORATION 
PLANT  LABORATORY 

300  Sunshine  Road,  Kansas  City,  KS  66150 
G.D.  Growcock      Phone:  913-281-9545 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL  ■  :  ,5 

01/D02  ASTMC167 
0im)6  ASTM  C518 
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NVLAP  LAB  CODE  0128 

OWENS-CORNING  FIBERGLAS  CORPORATION 
PLANT  LABORATORY 

P.O.  Box  98,  Route  32  South,  Delmar,  NY  12054 
Gina  Chatterjee    Phone:  518-475-3660 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/D02  ASTM  C167 

01/T06  ASTM  €518 

NVLAP  LAB  CODE  0129 

OWENS-CORNING  FIBERGLAS  CORPORATION 
PLANT  LABORATORY 

Case  Avenue,  Newark,  OH  43055 
Clifford  A.  Noe     Phone:  614-349-3254 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/D02  ASTM  C167 

01Ar06  ASTM  C518 

NVLAP  LAB  CODE  0130 

OWENS-CORNING  FIBERGLAS  CORPORATION 
PLANT  LABORATORY 

P.O.  Box  837,  1-35  East,  Waxahachie,  TX  75165 
John  Poff    Phone:  214-937-1340 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

THERMAL 

01/D02  ASTM  C167 

01/T06  ASTM  C518 

NVLAP  LAB  CODE  0131 

THE  H.  C.  NUTTING  COMPANY 

P.O.  Box  C,  4120  Airport  Road  . 

Cincinnati,  OH  45226 

Jerry  L.  Lindsey      Phone:  513-321-5816 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

CONCRETE 


no  /  A  (Yx. 

A>  1  M 

no  /  A 1  \4 

UZ/  AW 

A  QTM 
AO  1  IVi 

UZ/ AUO 

A  QT\;f 
/\o  1  IVI 

PS  8 

09/ A  07 
UZ/ AU  / 

/\a  1  iVl 

P1 17 

09/AOR 

PI  7'^ 

09/AOQ 

Ao  1  IVl 

PI  77 

02/AlO 

ASTM 

C128 

02/All 

ASTM 

C131 

02/A12 

ASTM 

C136 

02/A13 

ASTM 

C142 

02/A44 

ASTM 

C566 

02/A16 

ASTM 

D2419 

02/A15 

ASTM 

D75 

02/A38 

ASTM 

E329 

02/A39 

ASTM 

C1077 

NVLAP  LAB  CODE  0139 

AMERICAN  CARPET  LABORATORIES,  INC. 
P.O.  Box  357,  111  West  Nashville  Street 
Ringgold,  GA  30736-0357 
Michael  D.  Connell     Phone:  404-935-5672 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 


CARPET 

03/BOl 

03/COl 

03/C02 

03/DOl 

03/D02 

03/D03 

03/D04 

03/F03 

03/F04 

03/F05 

03/SOl 

03/S02 

03/S03 


UM44d  (Table  5) 
AATCC  16E 
AATCC8 

ASTM  D418  (Sec.  8) 
ASTM  D418  (Sec.  9) 
ASTM  D418  (Sec.  10  &  11) 
ASTM  D418  (Sec.  13) 
16  CFR  Part  1630.4 
ASTM  E648 
ASTM  E662 
ASTM  D1335 
ASTM  D2646  (Sec.  7) 
ASTM  D3936 


NVLAP  LAB  CODE  0141 

GENSTAR  STONE  PRODUCTS  COMPANY 
WHITE  MARSH  TECHNICAL  CENTER 

11350  McCormick  Road,  Executive  Plaza  IV 

Hunt  Valley,  MD  21031-1091 

James  W.  Yingiing     Phone:  301-682-5982 

Accreditation  Renewal  Date:  January  1,  1992 


02/GOl 

ASTM  C31 

NVLAP  Code 

Designation 

ASTMC172 

CONCRETE 

ASTM  C143 

02/GOl 

ASTM  C31 

ASTM  C138 

ASTM  CI  72 

ASTM  C231 

ASTM  C143 

ASTM  C173 

ASTM  C138 

02/AOl 

ASTM  C39 

ASTM  C231 

02/A02 

ASTM  C617 

ASTM  C173 

02/A40 

ASTM  C78 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

1991  NVLAP  DIRECTORY  -  Page  71 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


AGGREGATES 

02/AlO 

ASTM  C128 

02/A03 

ASTM  C29 

02/All 

ASTM  C131 

02/A04 

ASTM  C40 

02/A12 

ASTM  C136 

02/A07 

ASTM  CI  17 

02/A13 

ASTM  C142 

02/A09 

ASTM  C127 

02/A15 

ASTM  D75 

02/AlO 

ASTM  C128 

SOIL  AND  ROCK 

02/A12 

ASTM  CI 36 

02/L02 

ASTM  D422 

02/A15 

ASTM  D75 

02/L04 

ASTM  D698 

02/A16 

ASTM  D2419 

02/L05 

ASTM  D854 

CEMENT 

02/L06 

ASTM  D1140 

02/A17 

ASTM  C109 

02/L07 

ASTM  D1556 

02/A22 

ASTM  C183 

02/L08 

ASTM  D1557 

02/A23 

ASTM  C185 

02/L09 

ASTM  D1558 

02/A26 

ASTM  C191 

02/LlO 

ASTM  D1883 

02/A27 

ASTM  C204 

02/Lll 

ASTM  D2166 

02/A30 

ASTM  C266 

02/L12 

ASTM  D2168 

02/A31 

ASTM  C305 

02/L13 

ASTM  D2216 

02/A32 

ASTM  C430 

02/L15 

ASTM  D2435 

02/A33 

ASTM  C451 

02/L16 

ASTM  D2487 

02/L17 

ASTM  D2488 

02/L18 

ASTM  D3080 

NVLAP  LAB  CODE  0142 

02/LOl 

ASTM  D4220 

02/L20 

ASTM  D4318 

GEOSCIENCE  LTD. 

410  South  Cedros  Avenue 

Solana  Beach,  CA  92075-1996 

Heinz  F.  Poppendiek     Phone:  619-755-9396 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 


THERMAL 

01/D08 

01/F05 

01/TOl 

01/T04 


ASTM  C302 
ASTM  E136 
ASTM  C177 
ASTM  C236 


NVLAP  LAB  CODE  0146 

AMERICAN  TESTING  LABORATORIES,  INC. 
P.O.  Box  4014,  784  Flory  Mill  Road 
Lancaster,  PA  17604 
John  S.  Kassees    Phone:  717-569-0488 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation 

CONCRETE 
02/GOl 


02/AOl 
02/A02 

AGGREGATES 

02/A03 

02/A04 

02/A05 

02/A06 

02/A07 

02/A08 

02/A09 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 

ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C31 
C172 
C143 
C138 
C231 
C173 
C39 
C617 

C29 

C40 

C87 

C88 

CI  17 

C123 

C127 


NVLAP  LAB  CODE  0151 

HARDWOOD  PLYWOOD  MANUFACTURERS 
ASSOCIATION 

P.O.  Box  2789,  1825  Michael  Faraday  Drive 

Reston,  VA  22090 

GaryGramp     Phone:  703-435-2900 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code     Designation  .       ii.  ;.  v 

CARPET 

03/FOl  ASTM  E84 

03/F04  ASTM  E648 


NVLAP  LAB  CODE  0156 

KARASTAN-BIGELOW 
GEORGIA  RUG  MILL 

Route  1,  Box  32,  Highway  114,  Lyerly,  GA  30730 
Ronnie  B.  Bishop     Phone:  404-895-3341 

Accreditation  Renewal  Date:  January  1,  1992        ,  >  • 

NVLAP  Code  Designation  :  > 

CARPET 

03/COl  AATCC16E 

03/C02  AATCC8 

03/DOl  ASTM  D418  (Sec.  8) 

03/D02  ASTM  D418  (Sec.  9) 

03/D03  ASTM  D418  (Sec.  10  &  11) 

03/D04  ASTM  D418  (Sec.  13) 

03/F03  16  CFR  Part  1630.4 

03/SOl  ASTM  D1335 

03/S02  ASTM  D2646  (Sec.  7) 

03/S03  ASTM  D3936 


1991  NVLAP  DIRECTORY -Page  72 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVIAP  LAB  CODE  0160 


CfflSHOLM  TRAIL  TESTING  AND 
ENGINEERING  COMPANY,  INC. 

302  South  Miller  Street,  Decatur,  TX  76234 
James  F.  Rosendahl    Phone:  817-627-5216 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

CARPET 
03/COl 
03/C02 
03/DOl 
03/D02 
03/D03 
03/D04 
03/F03 
03/SOl 
03/S02 
03/S03 


AATCC  16E 
AATCC8 

ASTM  D418  (Sec.  8) 
ASTM  D418  (Sec.  9) 
ASTM  D418  (Sec.  10  &  11) 
ASTM  D418  (Sec.  13) 
16  CFR  Part  1630.4 
ASTM  D1335 
ASTM  D2646  (Sec.  7) 
ASTM  D3936 


NVLAP  LAB  CODE  0163 


GALAXY  CARPET  MILLS,  INC. 
P.O.  Box  800,  Industrial  Blvd. 
Chatsworth,  GA  30705 
David  Sanford    Phone:  404-695-9611 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

CARPET 

03/COl  AATCC  16E 

03/C02  AATCC  8 

03/DOl  ASTM  D418  (Sec.  8) 

03/D02  ASTM  D418  (Sec.  9) 

03/D03  ASTM  D418  (Sec.  10  &  11) 

03/D04  ASTM  D418  (Sec.  13) 

03/F03  16  CFR  Part  1630.4 

03/SOl  ASTM  D1335 

03/S02  ASTM  D2646  (Sec.  7) 

03/S03  ASTM  D3936 


NVLAP  LAB  CODE  0166 

INDEPENDENT  TEXTILE  TESTING  SERVICE,  INC. 

P.O.  Box  1948,  1503  Murray  Avenue 

Dalton,  GA  30722-1948 

Harry  M.  Fry     Phone:  404-278-3013 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code 


CARPET 

03/BOl 

03/COl 

03/C02 

03/DOl 

03/D02 

03/D03 

03/D04 

03/D06 

03/EOl 

03/F03 


Designation 

UM44d  (Table  5) 
AATCC  16E 
AATCC 8 

ASTM  D418  (Sec.  8) 
ASTM  D418  (Sec.  9) 
ASTM  D418  (Sec.  10&  11) 
ASTM  D418  (Sec.  13) 
DDD-C-95A 
AATCC  134/CRI  102 
16  CFR  Part  1630.4 


03/F04 
03/F05 
03/SOl 
03/S02 
03/S03 


ASTM  E648 
ASTM  E662 
ASTM  D1335 
ASTM  D2646  (Sec.  7) 
ASTM  D3936 


NVLAP  LAB  CODE  0177 


ATLANTIC  TESTING  LABORATORIES,  LIMITED 


P.O.  Box  356,  Cicero,  NY  13039 

David  A.  Sanford 

Phone:  315-386-4578 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code 

Designation 

CONCRETE 

02/GOl 

ASTM  C31 

ASTM  C172 

ASTM  C143 

ASTM  C138 

ASTM  C231 

ASTM  C173 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

AGGREGATES 

02/A03 

ASTM  C29 

02/A04 

ASTM  C40 

02/A07 

ASTM  CI  17 

02/A09 

ASTM  C127 

02/AlO 

ASTM  C128 

02/A12 

ASTM  C136 

02/A15 

ASTM  D75 

SOIL  AND  ROCK 

02/L02 

ASTM  D422 

02/L06 

ASTM  D1140 

02/L07 

ASTM  D1556 

02/L08 

ASTM  D1557 

02/L13 

ASTM  D2216 

02/L16 

ASTM  D2487 

02/L17 

ASTM  D2488 

02/L20 

ASTM  D4318 

ROAD  AND  PAVING  MATERIALS 

02/MOl 

ASTM  D5 

02/M03 

ASTM  D140 

02/M05 

ASTM  D244 

02/M08 

ASTM  D979 

02/M12 

ASTM  D1559 

02/M15 

ASTM  D1856 

02/M24 

ASTM  D2041 

02/M17 

ASTM  D2170 

02/M18 

ASTM  D2171 

02/M19 

ASTM  D2172 

02/M25 

ASTM  D2726 

02/A38 

ASTM  E329  (Concrete,  Soil, 

Bituminous) 

02/A39 

ASTM  C1077 
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NVLAP  LAB  CODE  0178 


NVLAP  LAB  CODE  0190 


KARASTAN  BIGELOW 

DIVISION  PHYSICAL  TESTING  LABORATORY 

P.  O.  Box  130,  712  Henry  Street,  Eden,  NC  27288 
Charles  Harrington     Phone:  919-627-3580 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation 

CARPET 
03/BOl 
03/COl 
03/C02 
03/D01 
03/D02 
03/D03 
03/D04 
03/D06 
03/EOl 
03/F03 
03/F04 
03/F05 
03/SOl 
03/802 
03/S03 


UM44d  (Table  5) 
AATCC  16E 
AATCC8 

ASTM  D418  (Sec.  8) 
ASTM  D418  (Sec.  9) 
ASTM  D418  (Sec.  10  &  11) 
ASTM  D418  (Sec.  13) 
DDD-C-95A 
AATCC  134/CRI  102 
16  CFR  Part  1630.4 
ASTM  E648 
ASTM  E662 
ASTM  D1335 
ASTM  D2646  (Sec.  7) 
ASTM  D3936 


NVLAP  LAB  CODE  0183 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

4421  Harrison  Street,  Hillside,  IL  60162 
Paul  E.  Flood      Phone:  708-449-0500 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation 

CONCRETE 

02/GOl  ASTM  C31 

ASTM  CI 72 
ASTM  C143 
ASTM  C138 


CORONET  INDUSTRIES,  INC. 

P.O.  Box  1248,  1502  Coronet  Drive 

Dalton,  GA  30722-1248 

E.  Ronald  Vinyard     Phone:  404-259-4511 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

CARPET 
03/COl 
03/0)2 
03/DOl 
03/D02 
03/D03 
03/D04 
03/D06 
03/F03 
03/SOl 
03/S02 
03/S03 


AATCC  16E 
AATCC 8 

ASTM  D418  (Sec.  8) 
ASTM  D418  (Sec.  9) 
ASTM  D418  (Sec.  10  &  11) 
ASTM  D418  (Sec.  13) 
DDD-C-95A 
16  CFR  Part  1630.4 
ASTM  D1335 
ASTM  D2646  (Sec.  7) 
ASTM  D3936 


NVLAP  LAB  CODE  0191 

■        t  ^. 

STS  CONSULTANTS,  LTD. 

Ill  Pfingsten  Road,  Northbrook,  IL  60062 

Terry  J.  Willems    Phone:  708-272-6520 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code 


CONCRETE 
02/GOl 


02/AOl 
02/A02 


Designation 

ASTM  C31 
ASTM  CI  72 
ASTM  C143 
ASTM  C138 
ASTM  C231 
ASTM  C173 
ASTM  C39 
ASTM  C617 


ASTM  C231 

AGGREGATES 

ASTM  CI 73 

02/A03 

ASTM  C29 

02/AOl 

ASTM  C39 

02/A04 

ASTM  C40 

02/A02 

ASTM  C617 

02/A05 

ASTM  C87 

02/A06 

ASTM  C88 

AGGREGATES 

02/A07 

ASTM  CI  17 

02/A03 

ASTM  C29 

02/A09 

ASTM  CI  27 

02/A04 

ASTM  C40 

02/AlO 

ASTM  C128 

02/A05 

ASTM  C87 

02/All 

ASTM  C131 

02/A06 

ASTM  C88 

02/A12 

ASTM  C136 

02/A07 

ASTM  C117 

02/A13 

ASTM  C142 

02/A08 

ASTM  CI 23 

02/A14 

ASTM  C289 

02/A09 

ASTM  CI 27 

02/A15 

ASTM  D75 

02/AlO 

ASTM  CI 28 

GEOTEXTILES 

02/All 

ASTM  C131 

ASTM  D4354 

02/A12 

ASTM  C136 

02/L28 

02/A13 

ASTM  C142 

ROAD  AND  PAVING  MATERIALS 

02/A14 

ASTM  C289 

02/M08 

ASTM  D979 

02/A15 

ASTM  D75 

02/M12 

ASTM  D1559 

02/M19 

ASTM  D2172 

02/A38 

ASTM  E329  (Concrete  only) 

02/M24 

ASTM  D2041 

02/A39 

ASTM  C1077 

02/M25 

ASTM  D2726 

02/A38 

ASTM  E329 

02/A39 

ASTM  C1077 

1<«.  '>'/'■ 
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son  AND  ROCK 

NVLAP  Code 

Designation 

02/L32 

ASTM  n'?74fl 

CONCRETE 

02/1  i)2 

ASTM  D422 

02/GOl 

ASTM  C31 

ASTM  D427 

ASTM  CI  72 

02/L04 

ASTM  D698           '  i  > 

ASTM  C143 

02/L05 

ASTM  D854 

ASTM  C138 

02/L06 

ASTM  D1140 

ASTM  C231 

02/L07 

ASTM  D1556  ''^ 

ASTM  C173 

02/L08 

ASTM  D1557 

02/AOl 

ASTM  C39 

02/LlO 

ASTM  D1883 

02/A02 

ASTM  C617 

02/Lll 

ASTM  D2166 

02/L13 

ASTM  D2216 

AGGREGATES 

02/L14 

ASTM  YiTlll 

02/A03 

ASTM  C29 

02/L21 

ASTM  D2434 

02/A04 

ASTM  C40 

02/L15 

ASTM  D2435 

02/A06 

ASTM  CSS 

02A^16 

ASTM  D2487 

02/A07 

ASTM  CI  17 

02/L17 

ASTM  D2488 

02/A08 

ASTM  C123 

1 IVI  \J^,oJ\3 

02/A09 

ASTM  C127 

ASTM  n^o?"? 

02/AlO 

ASTM  C128 

02/L24 

ASTM  r)2Q74 

02/All 

ASTMC131 

A<ITM  V\'K(\M 

/\J  1  IVl  LyJUl  / 

02/A12 

ASTM  C136 

02A.18 

ASTM  D3080             '  - 

02/A13 

ASTMC142 

02/LOl 

ASTM  D4220  : 

02/A15 

ASTM  D75 

02/L26 

ASTM  D4221 

02/A16 

ASTM  D2419 

02/L20 

ASTM  D4318 

02/A38 

ASTM  E329  (Concrete,  Soil 

02/L29 

Corps  of  Engineers  — Manual 

Bituminous) 

EM-1 110-2-1906,  Appendix  VII 

02/A39 

ASTM  C1077 

02/L30 

Corps  of  Engineers  — Manual 

SEALS  AND  SEALANTS 

EM-1 110-2- 1906,  Appendix  X 

13/002 

ASTM  C603 

13/004 

ASTM  C661 

NVLAP  LAB  CODE  0193 

13/005 

ASTM  C679 

13/011 

ASTM  C719 

SHAW  INDUSTRIES,  INC. 

Technical  Services  Laboratory 

P.O.  Drawer  2128,  616  East  Walnut  Ave. 

Dalton,  GA  30720 

James  Dennis  Hart    Phone:  404-275-2202 
Accreditation  Renewal  Date:  July  1,  1991 
NVLAP  Code  Designation 
CARPET 

03/COl  AATCC  16E 

03/C02  AATCC  8 

03/DOl  ASTM  D418  (Sec.  8) 

03/D02  ASTM  D418  (Sec.  9) 

03/D03  ASTM  D418  (Sec.  10  &  11) 

03/D04  ASTM  D418  (Sec.  13) 

03/F03  16  CFR  Part  1630.4 

03/F04  ASTM  E648 

03/SOl  ASTM  D1335 

03/S02  ASTM  D2646  (Sec.  7) 

03/S03  ASTM  D3936 


13/023 


ASTM  D2202 


NVLAP  LAB  CODE  0197 

WORLD  CARPETS,  INC. 

P.O.  Box  1448,  One  World  Plaza,  Dalton,  GA  30720 
Wayne  Murdock    Phone:  404-278-8000 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 


CARPET 

03/COl 
03/C02 
03/D02 
03/D03 
03/D04 
03/F03 
03/SOl 
03/S02 
03/S03 


AATCC  16E 
AATCC  8 

ASTM  D418  (Sec.  9) 
ASTM  D418  (Sec.  10  &  11) 
ASTM  D418  (Sec.  13) 
16  CFR  Part  1630.4 
ASTM  D1335 
ASTM  D2646  (Sec.  7) 
ASTM  D3936 


NVLAP  LAB  CODE  0195 

GARCO  TESTING  LABORATORIES 

532  West  3560  South,  Salt  Lake  City,  UT  84115 
Douglas  L.  Watson     Phone:  801-266-4498 

Accreditation  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  0210 

INSTA-FOAM  PRODUCTS  INC. 

1500  Cedarwood  Drive,  Joliet,  IL  60435-3187 
Robert  Braun    Phone:  815-741-6800 

Accreditation  Renewal  Date:  January  1,  1992 
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iHVLJ\r  L.oae 

Designation 

THERMAL 

01/D15 

ASTM  D756  (Proc.  A) 

01/D16 

ASTM  D756  (Proc.  B) 

01/D17 

ASTM  D756  (Proc.  E) 

01/D18 

ASTM  D1622 

01/D19 

ASTM  D2126  (Proc.  B) 

01/D23 

ASTM  D2842 

01/S02 

ASTM  C203 

01/S07 

ASTM  C273 

01/Sll 

ACTA*  rM^^I    /Tk.«.»      A  J\ 

ASTM  Dlo21  (Proc.  A-Crossnead) 

01/T06 

ASTM  C518 

01/V04 

ASTM  E96  (Proc.  A) 

NVLAP  LAB  CODE  0221 

SALEM  CARPET  LABORATORY 

P.O.  Box  10,  Interstate  75  and  Industrial  Blvd. 

Ringgold,  GA  30736 

David  Wardlaw      Phone:  404-935-2241 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code 

Designation 

CARPET 

03/COl 

AATCC  16E 

03/C02 

AATCC8 

03/DOl 

ASTM  D418  (Sec.  8) 

03/D02 

ASTM  D418  (Sec.  9) 

03/D03 

ASTM  D418  (Sec.  10  &  11) 

03/D04 

ASTM  D418  (Sec.  13) 

03/F03 

16  CFR  Part  1630.4 

03/F04 

ASTM  E648 

03/SOl 

ASTM  D1335 

03/S02 

ASTM  D2646  (Sec.  7) 

03/S03 

ASTM  D3936 

NVLAP  LAB  CODE  0227 

RIVERBANK  ACOUSTICAL  LABORATORIES 
P.O.  Box  189,  1512  Batavia  Avenue 
Geneva,  IL  60134 

John  W.  Kopec     Phone:  708-232-0104 
Accreditation  Renewal  Date:  April  1,  1991 
NVLAP  Code  Designation 


ACOUSTICS 

08/P03 

08/P05 

08/P06 

08/P07 

08/PlO 

08/P17 

08/EOl 


ASTM  C423 
ASTM  C523 
ASTM  E90 
ASTM  E492 
ANSI  S1.31 
ISO  3741 

ANSI  B71.1  (Para.  9  and  21) 


NVLAP  LAB  CODE  0228 

ARMSTRONG  ACOUSTICS  LABORATORY 
ARMSTRONG  WORLD  INDUSTRIES,  INC. 
INNOVATION  CENTER 

P.O.Box  3511,  2500  Columbia  Avenue 
Lancaster,  PA  17604 

G.  Robert  Spalding  Phone:717-396-5936 
Accreditation  Renewal  Date:  January  1,  1992 
NVLAP  Code  Designation 
ACOUSTICS 

08/P03  ASTM  C423 

08/P07  ASTM  E492 

08/E21  AMA-l-II-67 

NVLAP  LAB  CODE  0239 

HUFCOR  ACOUSTICAL  LABORATORY 
P.O.  Box  591,  1205  Norwood  Road 
Janesville,  WI  53547-0591 
Karl  F.  Arps     Phone:  608-756-1241 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code 


ACOUSTICS 

08/P03 

08/P06 


Designation 

ASTM  C423 
ASTM  E90 


NVLAP  LAB  CODE  0247 


HOLLYTEX  CARPET  MILLS,  INC. 
P.O.  Box  369,  505  N.E.  Seventh  Street 
Anadarko,  OK  73005-2299 
Joe  Mayfield     Phone:  405-247-6641 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

CARPET 

03/COl  AATCC  16E 

03/C02  AATCC  8 

03/F03  16  CFR  Part  1630.4 

03/SOl  ASTM  D1335 

03/S03  ASTM  D3936 


NVLAP  LAB  CODE  0248 

KNAUF  FIBER  GLASS  RESEARCH  LABORATORIES 

240  Elizabeth  Street,  Shelbyville,  IN  46176 
Timothy  R.  Jonas     Phone:  317-398-4434 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code 


THERMAL 

01/D02 

01/D08 

01/D09 

Ol/DU 

01/D12 

01/D13 


Designation 

ASTM  C167 
ASTM  C302 
ASTM  C303 
ASTM  C356 
ASTM  C411 
ASTM  C519 
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Ol/SOl 

ASTM  C165  (Ptoc  A) 

09/A09 

ni  /mi 

A<iTM  CMl 

r\0  I  iVI  K-'l  /  f 

no/Am 

ACXXyf  Fill  OA  t\An*\\r\A  A  n\ 

t\o  1  IVl  u  1 1 50  (^Mctnou  /\,  D 

01/T05 

ASTM  C335 

09/All 

ASTM  D1200 

1/1/  1  uu 

no/A  1  f 

/\0  1  IVl  Ui^XU 

01/T09 

ASTM  C653 

no/ A 1 1 

Aoiivi  xjvLii.  ^ivietnoa  i\) 

oimo 

ASTM  €687 

no/A  1/1 

f\o  V  IVl  UIZVO 

09/A15 

ASTM  D1310 

09/A16 

ASTM  D1400 

NVLAP  LAB  CODE  0249 

nf\i  All 
Uy/A17 

AS  1 M  U1475 

09/A18 

ASTM  751544 

WARNOCK  HERSEY  INTERNATIONAL,  INC. 

09/A19 

A^TM  r)179Q 

8431  Murphy  Drive,  Middleton,  WI  53562 

09/ A  20 

ASTM  T>77AA 

Frederick  Curkeet 

Phone:  608-836-4400 

09/A21 

rttJ  I  1V|  Lyj^/O  llVlClllLfU  Dl 

Accreditation  Renewal  Date:  July  1,  1991 

09/A22 

ASTM  D33fi3 

I  IVl   1./ J 

NVLAP  Code 

Designation 

09/A23 

ASTM  03703 

09/A25 

ASTM  n4212 

THERMAL 

09/A2fi 

ASTM  F97 

r^'J  1  iVl  Li7  / 

01/D02 

ASTM  C167 

09/A28 

ASTM  F3n 

r^ij  1  ivi 

01/D09 

ASTM  C303 

no/Rni 

1/7/ DUl 

r\\3  V  iVI  17 

01/D13 

ASTM  €519 

09/B02 

ASTM  D'^'^^  ('Method  A'* 

01/D14 

ASTM  €520 

U7/  DU  J 

r\0  i  IVI  !_/ 

01/D18 

ASTMD1622 

1/7/ DUH 

e\o  1  M  UOlU 

01/T04 

ASTM  €236 

/\o  1  IVl  \JOjy 

/\o  1  IVi  LyOOU 

no /TWIT 

r\0  1  iVl  LyuO  1 

NVLAP  LAB  CODE  0251 

no /Tins 

f\0  1  IVl  L/OOZ 

09/B09 

ASTM  D711 

STATE  OF  CALIFORNIA 

09/BlO 

ASTM  D714 

BUREAU  OF  HOME  FURNISHINGS  AND 

Uv/bll  . 

AdI  M  U/ /Z 

THERMAL  INSULATION 

09/B12 

ASTM  D821 

3485  Orange  Grove  Avenue 

09/B13 

ASTM  DSfiS 

North  Highlands,  CA  95660-5595 

09/B14 

ASTM  D869 

Stephen  J.  Fischer 

Phone:  916-920-7005 

09/B15 

ASTM  D870 

Accreditation  Renewal  Date:  July  1,  1991 

09/B16 

ASTM  D913 

09/B17 

ASTM  D968  (Method  A,  B) 

NVLAP  Code  Designation 

09/B18 

ASTM  D969 

THERMAL 

09/B19 

ASTM  D1308 

01/C02 

16  CFR-Part  1209.5 

09/B20 

ASTM  D1309 

01/D19 

ASTM  D2126  (Proc.  E) 

09/B23 

ASTM  D1640 

01/D26 

16  CFR-Part  1209.4 

09/B24 

ASTM  D1737 

01/F07 

16  CFR-Part  1209.6 

09/B25 

ASTM  r)2197  CMethnd  A> 

r\\j  1  IVl   LyZmk  7  /    1  IVlClllwU  r\  I 

01/F08 

16  CFR-Part  1209.7 

09/B26 

ASTM  D2243 

01/TOl 

ASTM  €177 

09/B27 

ASTM  r)2248 

01/T05 

ASTM  €335 

01/T06 

ASTM  €518 

no/mn 

V/7/ 

ASTM  r)98ni 

/At3  1  IVI  LJ£,0\JL 

09/B31 

ASTM  D2805 

09/B32 

ASTM  D3273 

NVLAP  LAB  CODE  0252 

no/m'i 

/\3  1  IVl  UJZ  /4 

09/B34 

ASTM  D3450 

D/L  Laboratories 

09/B35 

ASTM  D3456 

116  East  16th  Street,  New  York,  NY  10003-2174 

09/B37 

ASTM  D4060 

Saul  Spindel     Phone:  212-777-4410 

09/B38 

ASTM  D4062 

Accreditation  Renewal  Date:  October  1,  1991 

09/B39 

ASTM  D4213 

09/B40 

ASTM  D4214  (Method  A,  B,C,  D,  E) 

NVLAP  CODE 

Designation 

09/B41 

Fed.  Std.  141  (Method  4494) 

PAINTS 

09/B42 

Fed.  Std.  141  (Method  4061) 

09/AOl 

ASTMD56          ■  '  ■ 

09/C02 

ASTM  D95 

09/A02 

ASTM  D93    (Method  A,  B) 

09/C06 

ASTM  D1078 

09/A03 

ASTMD153  (A&Bonly) 

09/C07  , 

ASTM  D 1133 

09/A04 

ASTM  D185                    .    .  - 

09/C08 

ASTM  D 1208 

09/A05 

ASTM  D281 

09/C09 

ASTM  D1259  (Method  A,  B) 

09/A07 

ASTM  D523 

09/Cll 

'     '     ASTM  D1353 

09/A08 

ASTM  D562  (Proc.  A,  B) 

09/C12 

ASTM  D1364 
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09/C21 

ASTM  D1639 

09/C22 

ASTM  D1644  (Method  A,  B) 

09/C2o 

ASTM  D2369  (Proc.  A,  B) 

09/C27 

ASTM  D2371 

09/C28 

ASTM  D2697 

09/C29 

ASTM  D2698 

09/C30 

ASTM  D2832 

09/C37 

ASTM  D3723 

09/C39 

A  OT"*  *  T~\TA^A 

ASTM  D3960 

09/C40 

ASTM  D4017 

c\c\  rv\(\  1 

Ab  1  M  bll7 

09/D02 

ASTM  D609  (Method  A,  B,  C,  D) 

09/D03 

ASTM  D822 

09/D04 

ASTM  D823  (Method  B,  C,  D,  E) 

09/D05 

A  CTX  *  AA^ 

ASTM  D1006 

l)9/L)Uo 

A5lM  L)1U14  (Method  D,  C,  U,  b) 

09/D07 

ASTM  nifiS4  fProc  A  R^ 

09/DlO 

ASTM  D2247 

09/Dll 

ASTM  D2372 

09/D13 

ASTM  D3924 

09/D14 

ASTM  G23    (Method  1,  2,  3,  4) 

09/D16 

ASTM  G53 

SEALS  AND  SEALANTS 

13/001 

ASTM  C510 

13/002 

ASTM  C603 

13/003 

ASTM  C639 

13/004 

ASTM  C661 

13/005 

ASTM  C679 

13/006 

ASTM  C681 

13/007 

ASTM  C711 

13/008 

ASTM  C712 

13/009 

ASTM  C713 

13/010 

ASTM  C718 

13/011 

ASTM  C719 

13/012 

ASTM  C731 

13/013 

ASTM  C732 

13/014 

ASTM  C733 

13/015 

ASTM  C734 

13/016 

ASTM  C736 

13/017 

ASTM  C741 

13/018 

ASTM  C742 

13/019 

ASTM  C792 

13/020 

ASTM  C793 

13/021 

ASTM  C794 

13/022 

ASTM  C910 

13/023 

ASTM  D2202 

13/024 

ASTM  D2203 

13/025 

ASTM  D2376 

13/026 

ASTM  D2377 

13/027 

ASTM  D2450 

13/028 

ASTM  D2451 

13/029 

ASTM  D2452 

13/030 

ASTM  D2453 

NVLAP  LAB  CODE  0255 

UNDERWRITERS  LABORATORIES,  INC. 

1285  Walt  Whitman  Road,  Melville,  NY  11747-3081 
Willard  E.  Tuthill      Phone:  516-271-6200 

Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  Code  Designation 
ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0256 

WESTERN  ELECTRO-ACOUSTIC  LABORATORY,  INC. 

1711  16th  Street,  Santa  Monica,  CA  90404 
Jose  C.  Ortega     Phone:  213-870-9268 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation       .    ,  . 

ACOUSTICS 

08/P03  ASTM  C423 

08/P06  ASTM  E90 


NVLAP  LAB  CODE  0259 

MACMILLAN  BLOEDEL  INC. 
COMBINED  BOARD  TEST  LAB 
P.O.  Box  336,  Highway  10,  Pine  Hill,  AL  36769 
William  Miistead     Phone:  205-963-4391 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 


PAPER 

09/E02  TAPPI  T402-OM  ASTM  D685 

09/E05  TAPPI  T410-OM 

09/E06  TAPPI  T411-OM 

09/E07  TAPPI  T412-OM 

09/E08  TAPPI  T414-OM 

09/Ell  TAPPI  T452-OM 

09/E12  TAPPI  T459-OM  ASTM  D2482 

09/E13  TAPPI  T460-OM  ASTM  D726 

09/E17  TAPPI  T494-OM 

09/E19  TAPPI  T538-PM 

09/E20  TAPPI  T809-OM 

09/E21  TAPPI  T818-OM 

09/E22  TAPPI  T807-OM 

09/E25  TAPPI  T826-PM 

09/E26  TAPPI  T547 

09/E28  TAPPI  T541-PM 

09/HOl  ASTM  D642 

09/H23  TAPPI  T688-OM 

09/H26  TAPPI  Useful  Method  807 

09/H27  TAPPI  T808-OM 

09/H28  TAPPI  T810-OM 

09/H29  TAPPI  T811-OM 

09/H30  TAPPI  T821-PM 


NVLAP  LAB  CODE  0261 

RADCO  (RESOURCES  APPLICATIONS, 
DESIGNS  &  CONTROLS,  INC.) 

16415  South  Avalon  Blvd.,  Gardena,  CA  90248 
Michael  L.  Zieman       Phone:  213-532-3842 

Accreditation  Renewal  Date:  January  1,  1992 
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NVLAP  Code  Designation 
THERMAL 

01/D07  ASTMC272 

01/D09  ASTM  C303 

01/D19  ASTM  D2126 

01/D29  California  Energy  Commission 
Tests  for  Insulating  Materials: 
Installed  Compressed  Thickness 

01/SOl  ASTM  C165  (Proc.  A) 

01/S02  ASTM  C203 

01/SlO  ASTM  D828 

01/Sll  ASTM  D1621  (Proc.  A-Crosshead) 

01/T06  ASTM  C518 

0W04  ASTM  E96  (Proc.  A) 


NVLAP  LAB  CODE  0263 

MORTON  ANALYTICAL  SERVICES 
P.O.  Box  825,  1231  South  Lincoln  Street 
Colton,  CA  92324 

Edward  J.  Holzrichter     Phone:  714-825-6292 
Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code  Designation 
PAINTS 

09/A03  ASTM  D153 

09/A04  ASTM  D185 

09/A05  ASTM  D281 

09/A07  ASTM  D523 

09/A08  ASTM  D562 

09/A09  ASTM  D1005 

09/AlO  ASTM  Dl  186 

09/All  ASTM  D1200 

09/A12  ASTM  D1210 

09/A13  ASTM  D1212 

09/A14  ASTM  D1296 

09/A17  ASTM  D1475 

09/A18  ASTM  D1544 

09/A19  ASTM  D1729 

09/A20  ASTM  D2244 

09/A21  ASTM  D3278  (Method  A,  B) 

09/A22  ASTM  D3363 

09/A25  ASTM  D4212 

09/A26  ASTM  E97 

09/A28  ASTM  E313 

09/B04  ASTM  D610 

09/B05  ASTM  D659 

09/B06  ASTM  D660 

09/B07  ASTM  D661 

09/B08  ASTM  D662 

09/BlO  ASTM  D714 

09/B13  ASTM  D3274 

09/B14  ASTM  D869 

09/B15  ASTM  D870 

09/B19  ASTM  D1308 

09/B24  ASTM  D1737 

09/B27  ASTM  D2248 

09/B33  ASTM  D3274 

09/B37  ASTM  D4060 

09/B40  ASTM  D4214  (Method  A,  B,  C,  D) 

09/B41  Fed.  Std.  141  (Method  4494) 

09/C02  ASTM  D95 


09/C04  ASTM  D563 

09/C06  ASTM  D1078 

09/07  ASTM  D1133 

09/ClO  ASTM  D1306 

09/Cll  ASTM  D1353 

09/C14  ASTM  D1397 

09/C15  ASTM  D1398  (Method  A,  B) 

09/C20  ASTM  D1613 

09/C21  ASTM  D1639 

09/C22  ASTM  D1644  (Method  A  B) 

09/C23  ASTM  D1652 

09/C26  ASTM  D2369  (Proc.  A,  B) 

09/C27  ASTM  D2371 

09/C30  ASTM  D2832 

09/C31  ASTM  D3009 

09/C32  ASTM  D3271 

09/C34  ASTM  D3335 

09/C35  ASTM  D3624 

09/C36  ASTM  D3718 

09/C39  ASTM  D3960 

09/C40  ASTM  D4017 

09/DOl  ASTM  B117 

09/D07  ASTM  D1654  (Proc.  A,  B) 

09/DlO  ASTM  D2247 

09/Dll  ASTM  D2372 

09/D16  ASTM  G53 


NVLAP  LAB  CODE  0265 

WEYERHAEUSER  TECHNOLOGY  CENTER 

Mail  Stop  WTC  1B15,  Tacoma,  WA  98477 
Bill  Herring     Phone:  206-924-6516 

Accreditation  Renewal  Date:  April  1,  1991 


NVLAP  Code  Designation 
PAPER 

09/E02  TAPPI  T402-OM  ASTM  D685 

09/E03  TAPPI  T403-OM  ASTM  D774 

09/E05  TAPPI  T410-OM 

09/E06  TAPPI  T411-OM 

09/E07  TAPPI  T412-OM  ASTM  D644 

09/E08  TAPPI  T414-OM 

09/E09  TAPPI  T425-OM 

09/Ell  TAPPI  T452-OM 

09/E12  TAPPI  T459-OM  ASTM  D2482 

09/E13  TAPPI  T460-OM  ASTM  D726 

09/E15  TAPPI  T480-OM 

09/E16  TAPPI  T489-OM 

09/E17  TAPPI  T494-OM 

09/E18  TAPPI  T511-OM  ASTM  D2176 

09/E19  TAPPI  T538-PM 

09/E20  TAPPI  T809-OM 

09/E21  TAPPI  T818-OM 

09/E22  TAPPI  T807-OM 

09/E23  TAPPI  T524-0M 

09/E25  TAPPI  T826-PM 

09/E26  TAPPI  UM-524 

09/E27  TAPPI  UM-403 

09/E28  TAPPI  T541-PM 

09/E29  TAPPI  T476-0M 

09/GOl  ASTM  D3330,  D3330M 

09/G02  ASTM  D3652 
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09/HOl 
09/H02 
09/H08 

09/H19 


09/H20 


09/H23 

09/H25 

09/H27 

09/H28 

09/H29 

09/H30 

09/JOl 

09/J02 


ASTM  D642  TAPPI  T804-OM 

ASTM  D895  TAPPI  T805-OM 

FTMS  lOlC-5007.1  ASTM  D775 

TAPPI  T802-OM 

FTMS  lOlC-5019.1 

TAPPI  T817-0M/A 

ASTM  D999-A 

FTMS  lOlC- 5020.1 

TAPPI  T817-OM/B,C 

ASTM  D999/B,C 

TAPPI  T688-0M 

TAPPI  T803-0M 

TAPPI  T808-0M 

TAPPI  T810-OM 

TAPPI  T811-OM  ASTM  D2808 

TAPPI  T821-PM 

TAPPI  T525-OM 

TAPPI  T220-OM 


NVLAP  LAB  CODE  0267  00 

RETLIF  TESTING  LABORATORIES 

795  Marconi  Avenue,  Ronkonkoma,  NY  11779 
Walter  A.  Poggi     Phone:  516-737-1500 

FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 


12/COl 
12/ROl 
12/TOl 


12Ar03 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 

12/BOl 
12/B02 
12/B04 

12/B05 
12/B06 
12/B07 
12/B08 
12/B09 
12/BlO 
12/Bll 


47  CFR  Part  15  B,  Conducted 
47  CFR  Part  15  B,  Radiated 
47  CFR  Part  68  Subpart  D 
68.302  Para,  c,  d,  e,  f; 
68.304,  68.306,  68.308, 
68.310,  68.312,  68.314 
47  CFR  Part  68  Subpart  D 
68.316 

47  CFR  Part  68  Subpart  D 
68.302  Para,  a,  b 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method 
CS03/CS04/CS05/CS08 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS07 
MIL-STD-462  Method  CS09 
MIL-STD-462  Method  CSIO 
MIL-STD-462  Method  CSll 
MIL-STD-462  Method  CS12 
MIL-STD-462  Method  CS13 


12/DOl 
12/D02 
12/D03 

12/EOl 
12/E02 
12/E03 


12/E04 


12/E05 
12/E07 


Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 
MIL-STD-462  Method  RE03 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for 
field  strengths  available) 
MIL-STD-462  Method  RS03 
Employing  RADHAZ  procedures 
for  high  level  testing.  (Consult 
laboratory  for  field  strengths 
available) 

MIL-STD-462  Method  RS05 
MIL-STD-462  Method  RS06 


NVLAP  LAB  CODE  0267  01 

RETLIF  TESTING  LABORATORIES 

402  Kelly  Avenue,  Manchester,  NH  03103 
John  Monahan      Phone:  603-644-2600 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

NVLAP  LAB  CODE  0268 

EMACO,  INC. 

7562  Trade  Street,  San  Diego,  CA  92121 
Herbert  K.  Mertel     Phone:  619-578-1480 

FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  January  1,  1992 


NVLAP  Code 


Designation 


ELECTROMAGNETIC 


12/COl 
12/ROl 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 

12/BOl 
12/B02 
12/B04 

12/B05 
12/B06 
12/B07 


47  CFR  Part  15  B,  Conducted 
47  CFR  Part  15  B,  Radiated 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02  ' 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility:  , 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method 
CS03/CS04/CS05/CS08 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS07 
MIL-STD-462  Method  CS09 
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12/DOl 
12/D02 
12/D03 

12/EOl 
12/E02 
12/E03 


12/E04 


Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 
MIL-STD-462  Method  RE03 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS03 
Employing  RADHAZ  procedures 
for  high  level  testing.  (Consult 
laboratory  for  field  strengths 
available) 


NVLAP  LAB  CODE  0269 

NORAND  EMC  TEST  LAB 

P.O.  Box  305,  102  W.  Cemetery  Road 

Fairfax,  lA  52228 

Cedric  Brownfield     Phone:  319-846-2415 
Accreditation  Renewal  Date:  October  1,  1991 
NVLAP  Code  Designation 
ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

NVLAP  LAB  CODE  0270 

DASH,  STRAUS,  &  GOODHUE,  INC. 

593  Massachusetts  Avenue,  Boxborough,  MA  01719 
Roland  Gubisch     Phone:  508-263-2662 

FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

12n"01  47  CFR  Part  68  Subpart  D 

68.302  Para,  c,  d,  e,  f; 

68.304,  68.306,  68.308, 

68.310,  68.312,  68.314 
12Ar02  47  CFR  Part  68  Subpart  D 

68.316 

12^^03  47  CFR  Part  68  Subpart  D 

68.302  Para,  a,  b 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 


Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 
MIL-STD-462  Method  CE07 


12/BOl 
12/B02 
12/B04 

12/B05 
12/B07 
12/B08 
12/B09 
12/BlO 
12/Bll 

12/DOl 
12/D02 

12/EOl 
12/E02 
12/E03 


12/E05 
12/E07 


Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method  CS03/CS04/ 
CS05/CS08 

MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS09 
MIL-STD-462  Method  CSIO 
MIL-STD-462  Method  CSll 
MIL-STD-462  Method  CS12 
MIL-STD-462  Method  CS13 

Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS05 
MIL-STD-462  Method  RS06 


NVLAP  LAB  CODE  0271 


AMADOR  CORPORATION 

P.O.  Box  270,  Wild  Mountain  Road 

Taylors  Falls,  MN  55084-0270 

Daniel  D.  Hoolihan     Phone:  612-583-3322 

FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 


12/COl 
12/ROl 
12m)l 


12/T02 


12/T03 


12/AOl 
12/A04 
12/A06 
12/A08 
12/A12 

12/BOl 
12/B02 
12/B05 
12/B07 


47  CFR  Part  15  B,  Conducted 
47  CFR  Part  15  B,  Radiated 
47  CFR  Part  68  Subpart  D 
68.302  Para,  c,  d,  e,  f; 
68.304,  68.306,  68.308, 
68.310,  68.312,  68.314 
47  CFR  Part  68  Subpart  D 
68.316 

47  CFR  Part  68  Subpart  D 
68.302  Para,  a,  b 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS09 
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12/DOl 
12/D02 

12/EOl 
12/E02 
12/E03 


12/E07 


Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS06 


NVLAP  LAB  CODE  0272 


NVLAP  Code 


Designation 


ELECTROMAGNETIC 


12/COl 
12/ROl 
12/TOl 


12Ar02 


12Ar03 


47  CFR  Part  15  B,  Conducted 
47  CFR  Part  15  B,  Radiated 
47  CFR  Part  68  Subpart  D 
68.302  Para,  c,  d,  e,  f; 
68.304,  68.306,  68.308, 
68.310,  68.312,  68.314 
47  CFR  Part  68  Subpart  D 
68.316 

47  CFR  Part  68  Subpart  D 
68.302  Para,  a,  b 


COMMUNICATION  CERTmCATION  LABORATORY 

1940  West  Alexander  Street 

Salt  Lake  City,  UT  84119-2039 

William  S.  Hurst     Phone:  801-972-6146 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

12Ar01  47  CFR  Part  68  Subpart  D 

68.302  Para,  c,  d,  e,  f; 

68.304,  68.306,  68.308, 

68.310,  68.312,  68.314 
12Ar02  47  CFR  Part  68  Subpart  D 

68.316 

12A"03  47  CFR  Part  68  Subpart  D 

68.302  Para,  a,  b 


NVLAP  LAB  CODE  0273 

MET  ELECTRICAL  TESTING  COMPANY,  INC. 

916  West  Patapsco  Avenue 
Baltimore,  MD  21230-3493 
John  Curry     Phone:  301-354-2200 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

12yT01  47  CFR  Part  68  Subpart  D 

68.302  Para,  c,  d,  e,  f; 

68.304,  68.306,  68.308, 

68.310,  68.312,  68.314 
12^^02  47  CFR  Part  68  Subpart  D 

68.316 

12A'03  47  CFR  Part  68  Subpart  D 

68.302  Para,  a,  b 


NVLAP  LAB  CODE  0274 

GTE  TESTMARK  LABORATORIES 

3050  Harrodsburg  Road,  Lexington,  KY  40503-2771 
Clifford  E.  Jones     Phone:  606-223-3061 

Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  0275 

AT  &  T  EMC  LABORATORY 

Room  llB-107,  Crawfords  Corner  Road 

Holmdel,  NJ  07733-1988 

Donald  N.  Heirman      Phone:  908-834-1801 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0276 

D.L.S.  ELECTRONIC  SYSTEMS,  INC. 

10350  Dearlove  Road,  Glenview,  IL  60025-3668 
Arnie  C.  Rowe     Phone:  708-699-9060 

FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 


Conducted  Emissions: 

12/AOl  MIL-STD-462  Method  CEOl 

12/A04  MIL-STD-462  Method  CE02 

12/A06  MIL-STD-462  Method  CE03 

12/A08  MIL-STD-462  Method  CE04 

12/AlO  MIL-STD-462  Method  CE06 

12/A12  MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
12/BOl  MIL-STD-462  Method  CSOl 

12/B02  MIL-STD-462  Method  CS02 

12/B05  MIL-STD-462  Method  CS06 

12/B07  MIL-STD-462  Method  CS09 

Radiated  Emissions: 
12/DOl  MIL-STD-462  Method  REOl 

12/D02  MIL-STD-462  Method  RE02 

12/D03  MIL-STD-462  Method  RE03 
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12/EOl 
12/E02 
12/E03 


Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 


NVLAP  LAB  CODE  0278 

ELITE  ELECTRONIC  ENGINEERING  COMPANY 

1516  Centre  Circle,  Downers  Grove,  IL  60515-1082 
Raymond  KJouda      Phone:  708-495-9770 

FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  July  1,  1991 


NVLAP  Code 


Designation 


ELECTROMAGNETIC 


12/COl 
12/ROl 
IZATOl 


12Ar02 


12/r03 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 

12/BOl 
12/B02 
12/B04 

12/B05 
12/B06 
12/B07 
12/B08 
12/B09 
12/BlO 
12/Bll 

12/DOl 
12/D02 
12/D03 

12/EOl 
12/E02 
12/E03 


47  CFR  Part  15  B,  Conducted 
47  CFR  Part  15  B,  Radiated 
47  CFR  Part  68  Subpart  D 
68.302  Para,  c,  d,  e,  f; 
68.304,68.306,68.308, 
68.310,  68.312,  68.314 
47  CFR  Part  68  Subpart  D 
68.316 

47  CFR  Part  68  Subpart  D 
68.302  Para,  a,  b 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02  . 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06  ' 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method 
CS03/CS04/CS05/CS08 
MIL-STD-462  Method  CS06  ; 
MIL-STD-462  Method  CS07 
MIL-STD-462  Method  CS09 
MIL-STD-462  Method  CSIO 
MIL-STD-462  Method  CSU 
MIL-STD-462  Method  CS12 
MIL-STD-462  Method  CS13 

Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02  , 
MIL-STD-462  Method  RE03 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl  , 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 


12/E04 


12/E05 
12/E07 


MIL-STD-462  Method  RS03 
Employing  RADHAZ  procedures 
for  high  level  testing.  (Consult 
laboratory  for  field  strengths 
available) 

MIL-STD-462  Method  RS05 
MIL-STD-462  Method  RS06 


NVLAP  LAB  CODE  0280 


R&B  ENTERPRISES 

20  Clipper  Road 

West  Conshohocken,  PA 

Finbarr  M.  O'Connor,  Jr. 


19428-2721 
Phone: 


215-825-1960 


FCC  Renewal  Date:  October  1,  1991 
MIL-STD-462  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 


12/COl 
12/ROl 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 

12/BOl 
12/B02 
12/B05 
12/B06 
12/B07 
12/B08 
12/B09 
12/BlO 
12/Bll 

12/DOl 
12/D02 
12/D03 

12/EOl 
12/E02 
12/E03 


12/E04 


12/E05 
12/E07 


47  CFR  Part  15  B,  Conducted 
47  CFR  Part  15  B,  Radiated 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl  - 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS07 
MIL-STD-462  Method  CS09 
MIL-STD-462  Method  CSIO 
MIL-STD-462  Method  CSll 
MIL-STD-462  Method  CS12 
MIL-STD-462  Method  CS13 

Radiated  Emissions: 
MIL-STD-462  Method  REOl  V 
MIL-STD-462  Method  RE02 
MIL-STD-462  Method  RE03 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl  ■ 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS03 
Employing  RADHAZ  procedures 
for  high  level  testing.  (Consult 
laboratory  for  field  strengths 
available) 

MIL-STD-462  Method  RS05 
MIL-STD-462  Method  RS06 
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NVLAP  LAB  CODE  0282 

ARCHITECTURAL  TESTING,  INC. 

Two  Interchange  Place,  York,  PA  17402-9617 
Scott  A.  Warner     Phone:  717-846-7700 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

THERMAL 

01/T04  ASTM  C236 


NVLAP  LAB  CODE  0283 

UNISYS  CORPORATION 

M/S  B2B08,  322  North  2200  West 

Salt  Lake  City,  UT  84116 

Kenneth  B.  Singleton     Phone:  801-594-5369 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0284 

AMOCO  FOAM  PRODUCTS  COMPANY 

2907  Log  Cabin  Drive,  Smyrna,  GA  30080 
Jeff  Amdal      Phone:  404-351-5151 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation 

THERMAL 

01/T06  ASTM  C518 

01/V04  ASTM  E96  (Proc.  A) 


NVLAP  LAB  CODE  0286 

ACOUSTIC  SYSTEMS  ACOUSTICAL  RESEARCH 
FACILITY 

P.O.  Box  3610,  415C  E.  St.  Elmo  Rd. 
Austin,  TX  78764 

David  Nelson     Phone:  512-444-1961 
Accreditation  Renewal  Date:  July  1,  1991 


NVLAP  Code  Designation 
ACOUSTICS 

08/P03  ASTM  C423 

08/P06  ASTM  E90 

08/P08  ASTM  E596 

08/PlO  ANSI  S1.31  (direct  method  ODiy) 


NVLAP  LAB  CODE  0287 

ENGINEERS  INTERNATIONAL,  INC. 

98  East  Napeirille  Road,  Westmont,  IL  60559-1595 
Lenora  S.  Haken    Phone:  708-963-3460 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code  Designation 
CONCRETE 


02/GOl 

ASTM 

C31 

ASTM 

C172 

ASTM 

C143 

ASTM 

CDS 

ASTM 

C231 

02/AOl 

ASTM 

C39 

02/A02 

ASTM 

C617 

AGGREGATES 

02/A07 

ASTM 

CI  17 

02/A09 

ASTM 

C127 

02/AlO 

ASTM 

C128 

02/A12 

ASTM 

C136 

02/A15 

ASTM 

D75 

SOIL  AND  ROCK 

02/L02 

ASTM 

D422 

02/L04 

ASTM 

D698 

02/LO5 

ASTM 

D854 

02/L06 

ASTM 

D1140 

02/L08 

ASTM 

D1557 

02/LlO 

ASTM 

D1883 

02/Lll 

ASTM 

D2166 

02/L13 

ASTM 

D2216 

02/L20 

ASTM 

D4318 

02/L23 

ASTM 

D2922 

02/L25 

ASTM 

D3017 

NVLAP  LAB  CODE  0288 

BENTLEY  TESTING  LABORATORY 

P.O.  Box  527,  La  Puente,  CA  91747-0527 

Javier  Echevarria     Phone:  818-333-4585  ' 

Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  Code  Designation 
CARPET 

03/COl  AATCC 16E 

03/C02  AATCC  8 

03/DOl  ASTM-D418  (Sec.  8) 

03/D02  ASTM-D418  (Sec.  9) 

03/D03  ASTM-D418  (Sec.  10  &  11) 

03/D04  ASTM-D418  (Sec.  13) 

03/F03  16  CFR  Part  1630.4 

03/F04  ASTM  E648 

03/F05  ASTM  E662 

03/SOl  ASTM  D1335 

03/S03  ASTM  D3936 


NVLAP  LAB  CODE  0289 

SPONGE-CUSHION,  INC. 

P.O.  Box  709,  902  Armstrong  Street 

Morris,  IL  60450 

Donald  E.  Barkley  Phone:815-942-2300 
Accreditation  Renewal  Date:  January  1,  1992 
NVLAP  Code  Designation 
CARPET 

03/F04  ASTM  E648 
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NVLAP  LAB  CODE  0290  00 

AKZO  JAPAN  LIMITED 

Godo  Kaikan  Bldg.,  4F,  3-27  Kioi-cho,  Chiyoda-ku, 
Tokyo  102,  JAPAN 

Mitsunobu  Samoto    Phone:  (81)  3-261-8967 
Accreditation  Renewal  Date:  January  1,  1992 
NVLAP  Code  Designation 
ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0290  01 

AKZO  JAPAN  LIMITED 

Kawasaki  Technical  Center 

5-23-13  Minamikase,  Saiwai-ku,  Kawasaki-shi 

Kanagawa  211,  JAPAN 

T.  Okada     Phone:  (81)  44-599-4815 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

12^01  47  CFR  Part  68  Subpart  D 

68.302  Para,  c,  d,  e,  f; 

68.304,  68.306,  68.308, 

68.310,  68.312,  68.314 
12/T02  47  CFR  Part  68  Subpart  D 

68.316 

12A"03  47  CFR  Part  68  Subpart  D 

68.302  Para,  a,  b 


NVLAP  Code  Designation 
ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0290  04 

AKZO  JAPAN  LIMITED 

Kanagawa  EMC  Test  Site 

1283  Yadorigi,  Matsuda-machi,  Ashigarakami-gun 

Kanagawa  258,  JAPAN 

M.  Shibuya    Phone:  (81)  465-89-2316 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0290  05 

AKZO  JAPAN  LIMITED 

Tochigi  EMC  Test  Site 

870  Nakaawano,  Awano-machi,  Kamitsuga-gun 

Tochigi  322-03,  JAPAN 

K.  Suda     Phone:  (81)  289-86-7121 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0290  02 

AKZO  JAPAN  LIMITED 

Kakegawa  EMC  Test  Site 

322  Shimotaruki,  Kakegawa-shi 

Shizuoka  436-02,  JAPAN 

Seiji  Matsuda     Phone:  (81)  537-24-8191 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0290  03 

AKZO  JAPAN  LIMITED 

Nagano  EMC  Test  Site 

3226  Yokokawa,  Tatsuno-machi,  Kamiina-gun 

Nagano  399-05,  JAPAN 

T.  Ikegami     Phone:  (81)  266-47-5311 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  0291 

CHAMPION  INTERNATIONAL  CORPORATION 

West  Nyack  Road,  West  Nyack,  NY  10994 
David  C.  Miller    Phone:  914-578-7186 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code  Designation 
PAPER 

09/E02  TAPPI  T402-OM  ASTM  D685 

09/E03  TAPPI  T403-OM  ASTM  D774 

09/E05  TAPPI  T410-OM 

09/E06  TAPPI  T411-OM 

09/E07  TAPPI  T412-OM  ASTM  D644 

09/E08  TAPPI  T414-OM 

09/E09  TAPPI  T425-OM 

09/Ell  TAPPI  T452-OM 

09/E13  TAPPI  T460-OM  ASTM  D726 

09/E15  TAPPI  T480-OM 

09/E16  TAPPI  T489-OM 

09/E17  TAPPI  T494-OM 

09/E18  TAPPI  T5 11 -OM  ASTM  D2 176 

09/E19  TAPPI  T538-PM 

09/E23  TAPPI  T524-OM 

09/E25  TAPPI  T826-PM 

09/E26  TAPPI  UM524 

09/E27  TAPPI  UM403 
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09/E28  TAPPI  T541-PM 

09/E29  TAPPI  T476-OM 

09/FOl  TAPPI  UM548 

ASTM  D3208  (Para.  11.1) 
ASTM  D3290  (Para.  11.2) 
09/JOl  TAPPI  T525-OM 

09/J02  TAPPI  T220-OM 


NVLAP  LAB  CODE  0292 

CALCOAST  ANALYTICAL  LABS 
P.O.  Box  8702,  4072  Watts  St. 
Emeryville,  CA  94662-0702 
Pat  Fairley    Phone:  415-652-2979 

Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  Code  Designation 
PAINTS 

09/AOl  ASTM  D56 

09/A02  ASTM  D93    (Method  A,  B) 

09/A03  ASTM  D153 

09/A04  ASTM  D185 

09/A05  ASTM  D281 

09/A07  ASTM  D523 

09/A08  ASTM  D562  (Proc.  A,  B) 

09/A09  ASTM  D1005 

09/AlO  ASTM  Dl  186  (Method  A,  B) 

09/All  ASTM  D12G0 

09/A12  ASTM  D1210 

09/A13  ASTM  D1212  (Method  A) 

09/A14  ASTM  D1296 

09/A17  ASTM  D1475 

09/A20  ASTM  D2244 

09/A21  ASTM  D3278 

09/A22  ASTM  D3363 

09/A25  ASTM  D4212 

09/A26  ASTM  E97 

09/BOl  ASTM  D279  (Method  A) 

09/B02  ASTM  D332  (Method  A) 

09/B03  ASTM  D344 

09/B04  ASTM  D610 

09/B05  ASTM  D659 

09/B06  ASTM  D660 

09/B07  ASTM  D661 

09/B08  ASTM  D662 

09/B09  ASTM  D7 11 

09/BlO  ASTM  D714 

09/Bll  ASTM  D772 

09/B12  ASTM  D821 

09/B13  ASTM  D868 

09/B14  ASTM  D869 

09/B15  ASTM  D870 

09/B16  ASTM  D913 

09/B17  ASTM  D968  (Method  A,  B) 

09/B18  ASTM  D969 

09/B19  ASTM  D1308 

09/B21  ASTM  D1360 

09/B23  ASTM  D1640 

09/B24  ASTM  D1737 

09/B25  ASTM  D2197  (Method  A) 

09/B26  ASTM  D2243 

09/B27  ASTM  D2248 

09/B29  ASTM  D2486 


09/B30 

ASTM  D2801 

09/B31 

ASTM  D2805 

09/B32 

ASTM  D3273 

f\r\  fT)  "1 

1  M  L)3274 

U9/d34 

AS  1  M  D3450 

09/B37 

ASTM  D4060 

09/B39 

ASTM  D4213 

Uy/B4U 

ASTM  D4214  (Method  A,B,C,D,E) 

09/B41 

Fed.  Std.  141  (Method  4494) 

09/B42 

Fed.  Std.  141  (Method  4061) 

fin  //~v\i 

09/COl 

ASTM  D34 

09/C02 

A  CTl  M  l~\Aff 

ASTM  D95 

09/C03 

ASTM  D521 

r\r\  //~v^  a 

09/C04 

ASTM  D563 

09/C06 

ASTM  D1078 

09/C07 

ASTM  D1133 

Uv/ClU 

AS  1 M  U13Uo 

09/Cll 

ASTM  D1353 

09/C13 

ASTM  D1394 

09/C14 

ASTM  D1397 

09/C15 

A  CT^X  Jt  r\  1  T  AO 

AS  1  M  U1398 

09/C17 

ASTM  D1467  (Except  D1544) 

Ai>  1  M  D1541 

09/C20 

ASTM  D1613 

ASIM  D1639 

AM M  uio44  (Metnod  A,  Jd) 

09/C25 

ASTM  D2076 

09/C26 

ASTM  D2369  (Proc.  A,  B) 

09/C27 

ASTM  D2371 

09/C28 

ASTM  D2697 

09/C30 

ASTM  D2832  (Except  D2697) 

09/C32 

ASTM  D3271 

09/C34 

ASTM  D3335 

09/C35 

ASTM  D3624 

09/C36 

ASTM  D3718 

A  OTX  a  Tm 

ASTM  D3723 

09/C38 

ASTM  D3792 

09/C39 

A  CT'X  H    T~\T  A^  A 

ASTM  D3960 

09/C40 

ASTM  D4017 

uy/uui 

A  CT'X  if  rj  1  1  T 

ASTM  B117 

AA  /T^A'> 

ASIM  DoUv  (Method  A,  B,  L,  D) 

A>  1  M  Uozz 

AA  /T^  A^ 

09/D06 

ASTM  D1014  (Method  B,  C,  D,  E) 

09/D07 

ASTM  D1654  (Proc.  A,  B) 

09/D08 

ASTM  D1730 

09/D09 

ASTM  D1734 

09/D14 

1  IVl                   1  IVICIIIUU   i,  Hf 

09/D15 

ASTM  G26 

09/D16 

ASTM  G53 

NVLAP  LAB  CODE  0294 

ENGINEERING  TEST  CENTER  ACOUSTIC  LAB 

P.O.  Box  6094,  655  Paper  Mill  Road 

Newark,  DE  19714-6094 

Felicia  Stallings 

Phone:  302-366-4385 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code 

Designation 

ACOUSTICS 

08/P03 

ASTMC423 

08/P06 

ASTM  E90 

08/PlO 

ANSI  S1.31 

08/P13 

ANSI  SI. 32 
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NVLAP  LAB  CODE  0296 

CHOMERICS  RADIATION  TEST  SERVICE 
77  Dragon  Court,  Wobum,  MA  01888 
Joseph  E.  Butler,  Jr.     Phone:  617-935-4850 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 


12/AOl  MIL-STD-462  Method  CEOl 

12/A04  MIL-STD-462  Method  CE02 

12/A06  MIL-STD-462  Method  CE03 

12/A08  MIL-STD-462  Method  CE04 

12/AlO  MIL-STD-462  Method  CE06 

12/A12  MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
12/BOl  MIL-STD-462  Method  CSOl 

12/302  MIL-STD-462  Method  CS02 

12/B04  MIL-STD-462  Method 

CS03/CS04/CS05/CS08 
12/B05  MIL-STD-462  Method  CS06 

12/B06  MIL-STD-462  Method  CS07 

12/B07  MIL-STD-462  Method  CS09 

Radiated  Emissions: 
12/DOl  MIL-STD-462  Method  REOl 

12/D02  MIL-STD-462  Method  RE02 

12/D03  MIL-STD-462  Method  RE03 

Radiated  Susceptibility: 
12/EOl  MIL-STD-462  Method  RSOl 

12/E02  MIL-STD-462  Method  RS02 

12/E03  MIL-STD-462  Method  RS03 

(Consult  laboratory  for  field 
strengths  available) 
12/E07  MIL-STD-462  Method  RS06 


NVLAP  LAB  CODE  0297 

PROFESSIONAL  TESTING  LABORATORY,  INC. 

714  Glenwood  Place,  Dalton,  GA  30721 
D.  Gregory  Phillips     Phone:  404-226-3283 

Accreditation  Renewal  Date:  July  1,  1991 


NVLAP  Code  Designation 
CARPET 

03/301  UM44d  (Table  5) 

03/COl  AATCC  16E 

03/C02  AATCC  8 

03/DOl  ASTM  D418  (Sec.  8) 

03/D02  ASTM  D418  (Sec.  9) 

03/D03  ASTM  D418  (Sec.  10  &  11) 

03/D04  ASTM  D418  (Sec.  13) 

03/EOl  AATCC  134/CRI102 

03/F03  16  CFR  Part  1630.4 

03/F04  ASTM  E648 

03/F05  ASTM  E662 


03/SOl  ASTM  D1335 

03/S02  ASTM  D2646  (Sec.  7) 

03/S03  ASTM  D3936 


NVLAP  LAB  CODE  0298 

ENGINEERING  CONSULTING  SERVICES,  LTD. 

14000  Thunderbolt  Place,  Suite  R 

Chantilly,  VA  22021 

James  W.  Eckert     Phone:  703-471-8400 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

CONCRETE 


02/GOl 

ASTM 

C31 

ASTM 

C172 

ASTM 

C143 

ASTM 

0138 

ASTM 

C173 

ASTM 

C231 

02/AOl 

ASTM 

C39 

02/A02 

ASTM 

C617 

AGGREGATES 

02/A03 

ASTM 

C29 

02/A04 

ASTM 

C40 

02/A07 

ASTM 

C117 

02/A09 

ASTM 

C127 

02/AlO 

ASTM 

C128 

02/A12 

ASTM 

C136 

02/A15 

ASTM 

D75 

CFMFNT 

02/A17 

ASTM 

C109 

SOIL  AND  ROCK 

02/L02 

ASTM 

D422 

02/L03 

ASTM 

D427 

02/L04 

ASTM 

D698 

02/L05 

ASTM 

D854 

02/L06 

ASTM 

D1140 

02/L07 

ASTM 

D1556 

02/L08 

ASTM 

D1557 

02/LlO 

ASTM 

D1883 

02/L13 

ASTM 

D2216 

02/L14 

ASTM 

D2217 

02/L16 

ASTM 

D2487 

02/L17 

ASTM 

D2488 

02/L23 

ASTM 

D2922 

02/L24 

ASTM 

D2974 

02/L25 

ASTM 

D3017 

02/L18 

ASTM 

D3080 

02/LOl 

ASTM 

D4220 

02/L20 

ASTM 

D4318 

02/A39 

ASTM 

C1077 

02/L32 

ASTM 

D3740 

NVLAP  LAB  CODE  0301 

ENERGY  AND  ENVIRONMENTAL  MEASUREMENT 
CORPORATION 

1315  S.  Central  Ave.,  Unit  C,  Kent,  WA  98032 
Bill  Nowak      Phone:  206-859-8318 

Accreditation  Renewal  Date:  October  1,  1991 


1991  NVLAP  DIRECTORY -Page  87 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


STOVES 

PHYSICAL/FIRE  TEST  GROUP  (04IF00) 


Sec.  of  UL  737  Sec.  of  UL  1482 

6th  Edition  3rd  Edition 

NVLAP  Code            (Sep.  16,  1988)  (Sep.  12,  1988) 

04/FOl                           8  8 

04/F02                           9  9 

04/F04                          11  11 

04/F05  14 

04/F06                          12  12 

04/F07                          13  13 

04/F08                          15  16 

04/F09                          16  16 

04/FlO                          14  15 


Sec.  ofCSA  Standard  B  366.2-M1984 
(ULC  S627-M1984) 
(April,  1984) 


04/Fll 

7.2 

04/F12 

7.3 

04/F14 

7.5 

04/F16 

7.6 

04/F17 

1.1 

04/F18 

7.12 

04/F19 

7.10 

04/F20 

7.11 

MOBILE  HOME  TEST  GROUP  (04/MOO) 

Sec.  of  UL  737  Sec.  of  UL  1482 

6th  Edition  3rd  Edition 

NVLAP  Code  (Sep.  16,  1988)  (Sep.  12,  1988) 

04/MOl  17  17 

04/M02  17  17 

04/M03  17  17 

Sec.  ofCSA  Standard  B  366.2-M1984 
(ULC  S627-M1984) 
(April,  1984) 

04/M04  12 
04/M05  12 
04/M06  12 


NVLAP  LAB  CODE  0305 

J.  G,  VAN  DYKE  &  ASSOCIATES,  INC. 

8975  Guilford  Road,  Suite  100,  Columbia,  MD  21046 
Les  F.  Cashwell,  Jr.     Phone:  301-596-7510 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

COMPUTER 

17/X25  Defense  Data  Network  X.25  Host 

Interface  Qualification  Tests  per 
Defense  Communications  Agency 
Circular  370-P195-5 


NVLAP  LAB  CODE  0306 

BBN  COMMUNICATIONS  TEST  NET 

150  Cambridgepark  Dr.,  Cambridge,  MA  02140 

Robert  E.  McElhaney,  Jr.     Phone:  508-671-1215 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

COMPUTER 

111X25  Defense  Data  Network  X.25  Host 

Interface  Qualification  Tests  per 
Defense  Communications  Agency 
Circular  370-P195-5 

17/HOl  Department  of  Defense  Military 

Standard  Data  Communications 
High  Level  Protocols,  per  Defense 
Communications  Agency  Upper 
Level  Protocol  Test  System: 
Mil-Std  1777,  Mil-Std  1778, 
Mil-Std  1780,  Mil-Std  1781, 
Mil-Std  1782 


NVLAP  LAB  CODE  0308  00 

TESTWELL  CRAIG  LABORATORIES  OF 

CONNECTICUT,  INC. 

P.O.  Box  2418 

Danbury,  CT  06813-2418 

Richard  Speciale     Phone:  203-743-7281 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code 

Designation 

CONCRETE 

02/GOl 

ASTM  C31 

ASTM  C172 

ASTM  C143 

ASTM  C138 

ASTM  C231 

ASTM  C173 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

AGGREGATES 

02/A03 

ASTM  C29 

02/A04 

ASTM  C40 

02/A06 

ASTM  C88 

02/A07 

ASTM  CI  17 

02/A09 

ASTM  C127 

02/AlO 

ASTM  C128 

02/All 

ASTM  C131 

02/A12 

ASTM  C136 

02/A13 

ASTM  C142 

02/A15 

ASTM  D75 

SOIL  AND  ROCK 

02/L02 

ASTM  D422 

02/L05 

ASTM  D854 

02/L07 

ASTM  D1556 

02/L08 

ASTM  D1557 

02/L13 

ASTM  D2216 

02/L21 

ASTM  D2434 

02/L16 

ASTM  D2487 

02/L17 

ASTM  D2488 
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02/L23  ASTM  D2922 

02/L25  ASTM  D3017 

02/LOl  ASTM  D4220 

02/L20  ASTM  D4318 

ROAD  AND  PAVING  MATERIALS 


02/M07 

ASTM  D546 

02/M08 

ASTM  D979 

02/M09 

ASTM  D1074 

02/Mll 

ASTM  D1188 

02/M19 

ASTM  D2172 

02/M25 

ASTM  D2726 

02/A38 

ASTM  E329 

02/A39 

ASTM  C1077 

02/M26 

ASTM  D3666 

02/U2 

ASTM  D3740 

NVLAP  LAB  CODE  0308  01 


TESTWELL  CRAIG  LABORATORIES  OF 

CONNECTICUT,  INC. 

452B  Smith  Street 

Middlctown,  CT  06457 

Peter  Falce     Phone:  203-632-5535 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code 

CONCRETE 
02/GOl 


02/AOl 
02/A02 

AGGREGATES 
02/A12 

SOIL  AND  ROCK 
02/L06 


Designation 

ASTM  C31 
ASTM  C172 
ASTM  C143 
ASTM  C231 
ASTM  CI 73 
ASTM  C39 
ASTM  C617 

ASTM  C136 

ASTM  D1140 


AGGREGATES 


rWJj 

/\l>  1  tvi  K^i,y 

r\o  I  IVl  V^HU 

fl?/ AHA 

t\o  i  IVl  l^OO 

02/A07 

ASTM  CI  17 

02/A08 

ASTM  C123 

02/A09 

ASTM  C127 

02/AlO 

ASTM  C128 

02/A12 

ASTM  C136 

02/A44 

ASTM  C566 

02/A15 

ASTM  D75 

SOIL  AND  ROCK 


02/L02 

ASTM 

D422 

02/L04 

ASTM 

D698 

02/L06 

ASTM 

D1140 

02/L07 

ASTM 

D1556 

02/L08 

ASTM 

D1557 

02/L31 

ASTM 

D2167 

02/L12 

ASTM 

D2168 

02/L13 

ASTM 

D2216 

02/L21 

ASTM 

D2434 

02/L16 

ASTM 

D2487 

02/L23 

ASTM 

D2922 

02/L25 

ASTM 

D3017 

02/L20 

ASTM 

D4318 

02/A39 

ASTM 

C1077 

NVLAP  LAB  CODE  0310 


DOWNEY,  DALTON,  INC. 

135  Bellevue  Street,  Boston,  MA  02132-2633 
June  Downey      Phone:  617-325-8425 

Accreditation  Renewal  Date:  April  1,  1991 

COMPUTER 

17/X25  Defense  Data  Network  X.25  Host 

Interface  Qualification  Tests  per 
Defense  Communications  Agency 
'  Circular  370-P195-(5) 


NVLAP  LAB  CODE  0309 


NVLAP  LAB  CODE  0311 


PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

9-A  Old  Windsor  Road,  Bloomfield,  CT  06002 
Hugh  J.  Scully     Phone:  203-242-5150 

Accreditation  Renewal  Date:  January  1,  1992 


MIRZA  ENGINEERING,  INC. 

7221  Touhy  Avenue,  Chicago,  IL  60648 
Emano  Moniz    Phone:  312-775-5353 

Accreditation  Renewal  Date:  April  1,  1991 


NVLAP  Code 

Designation 

NVLAP  Code 

Designation 

CONCRETE 

CONCRETE 

02/GOl 

ASTMC31 

02/GOl 

ASTM  C31 

ASTMC172 

ASTM  C172 

ASTMC143 

ASTM  C143 

ASTM  C138 

ASTM  CI 38 

ASTMC231 

ASTM  C231 

ASTMC173 

AGGREGATES 

02/AOl 

ASTMC39 

,  02/A12 

ASTM  C136 

02/A02 

ASTM  C617 

02/A41 

ASTMC192 

SOIL  AND  ROCK 

02/A43 

ASTM  C1064 

02/L02 

ASTM  D422 

02/L04 

ASTM  D698 

02/L08 


ASTM  D1557 
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02/LlO 

ASTM 

D1883 

f\'^  /Til 

UZ/Lll 

AS  1  M 

T^^  1  /c/: 

Uzloo 

UZ/L13 

ASTM 

U221o 

n'^  /TIC 

AS  1  M 

L)24J5 

02/L16 

ASl  M 

U2467 

02/L17 

ASTM 

D2488 

02/L23 

ASTM 

D2922 

02/L24 

ASTM 

D2974 

02/1.01 

ASTM 

D4220 

02/L20 

ASTM 

D4318 

ROAD  AND  PAVING  MATERIALS 
02/M08  ASTM  D979 


NVLAP  LAB  CODE  0312 


ALLIED  TESTING  LABORATORIES,  INC. 

115  St.  George  Road,  Springfield,  MA  01104 
Chester  V.  Dawicki     Phone:  413-736-1846 


Accreditation  Renewal  Date:  April  1 

NVLAP  Code 

Designation 

V_.  \_J .  N  V_  IN  I  \  1  C 

L/4-/\JU  1 

ASTM  P31 

a<;tm  pi  77 

rtO  1  IVl  V_- 1  /  ii 

r\tj  1  IVI  V^ltJ 

ASTM  Pl'^R 

ASTM 

ASTM  C173 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

AGGREGATES 

02/A03 

ASTM  C29 

02/A04 

ASTM  C40 

02/A05 

ASTM  C87 

02/A06 

ASTM  C88 

02/A07 

ASTM  CI  17 

02/A08 

ASTM  CI 23 

02/A09 

ASTM  C127 

02/AlO 

ASTM  C128 

02/All 

ASTM  C131 

02/A12 

ASTM  C136 

02/A13 

ASTM  C142 

02/A15 

ASTM  D75 

SOIL  AND  ROCK 

02/L02 

ASTM  D422 

02/L04 

ASTM  D698 

02/L06 

ASTM  D1140 

02/LO7 

ASTM  D1556 

02/L08 

ASTM  D1557 

02/L16 

ASTM  D2487 

02/L23 

ASTM  D2922 

02/L20 

ASTM  D4318 

NVLAP  LAB  CODE  0313 

WASHINGTON  METROPOLITAN  AREA  TRANSIT 
AUTHORITY  CONSTRUCTION  LABORATORY 

600  Fifth  Street,  N.W.,  Washington,  D.C.  20001 
Dwaraka  Nath      Phone:  202-635-6935 


NVLAP  Code 

Designation 

PONPRFTF 

ASTM 

C31 

ASTM 

C172 

ASTM 

C143 

ASTM 

COS 

ASTM 

C231 

ASTM 

C173 

02/AOl 

ASTM 

C39 

02/A40 

ASTM 

C78 

02/A02 

ASTM 

C617 

02/A43 

ASTM 

C1064 

AGG  R  EG ATES 

02/A04 

ASTM 

C40 

02/A07 

ASTM 

C117 

02/A09 

ASTM 

C127 

02/AlO 

ASTM 

C128 

02/A12 

ASTM 

C136 

02/A15 

ASTM 

D75 

son  AND  ROPK 

02/L04 

ASTM 

D698 

02/L06 

ASTM 

D1140 

02/L08 

ASTM 

D1557 

02/L12 

ASTM 

D2168 

02/L13 

ASTM 

D2216 

02/L23 

ASTM 

D2922 

02/L25 

ASTM 

D3017 

02/L20 

ASTM 

D4318 

02/A39 

ASTM 

C1077 

NVLAP  LAB  CODE  0314 

BRIGGS  ASSOCIATES,  INC. 

17  Connecticut  South  Drive,  East  Granby,  CT  06026 
Donald  C.  Sneade     Phone:  203-653-8078 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code 


CONCRETE 
02/GOl 


02/AOl 
02/A02 

AGGREGATES 

02/A03 

02/A04 

02/A05 

02/A07 

02/A09 

02/AlO 

02/A12 

02/A13 

02/A15 


Designation 

ASTM  C31 
ASTM  CI 72 
ASTM  C143 
ASTM  C138 
ASTM  C231 
ASTM  C173 
ASTM  C39 
ASTM  C617 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C29 

C40 

C87 

CI  17 

C127 

C128 

C136 

C142 

D75 


Accreditation  Renewal  Date:  January  1,  1992 
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SOIL  AND  ROCK 

02/L02 

ASTM  D422 

02/L04 

ASTM  D698 

02/L05 

ASTM  D854 

02/L06 

ASTM  D1140 

02/L07 

ASTM  D1556 

02/L08 

ASTM  D1557 

02/L12 

ASTM  D2168 

02/L13 

ASTM  D2216 

02/L14 

ASTM  ullXl 

02/L16 

ASTM  D2487 

no /I  n 

i\j  1  IVl  \JL^oa 

02/L23 

ASTM  D2922 

02/L24 

ASTM  D2974 

02/L25 

ASTM  D3017 

02/LOl 

ASTM  D4220 

02/L19 

ASTM  D4254 

02/L20 

ASTM  D4318 

ROAD  AND  PAVING  MATERIALS 

02/M07 

ASTM  D546 

02/Mll 

ASTM  D2726 

02/A39 

ASTM  C1077 

NVLAP  LAB  CODE  0315 

EASTERN  NATIONAL  ENTERPRISES,  INC. 

321  Ellis  Street,  New  Britain,  CT  06051 
Thomas  F.  Tallmadge      Phone:  203-224-3316 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

CONCRETE 


NVLAP  LAB  CODE  0316 


INDEPENDENT  MATERL\LS  TESTING 

LABORATORIES,  INC. 

P.O.  Box  745,  42  Neal  Court-Industrial  Park 

Plainvilie,  CT  06062 

David  P.  Aiudi     Phone:  203-525-7193 


NVLAP  Code 

Designation 

CONCRETE 

AO  1  M 

Ai  1  M 

CI  /z 

AO  1  IVl 

A  QT\/f 
AO  1  IVl 

Jo 

AO  1  M 

L,l  /J 

02/AOl 

AO  1  IVl 

r"iQ 

02/A02 

AO  1  IVl 

L.01  / 

AGGREGATES 

02/A03 

ASTM 

C29 

A  CT1V;4 

AJ>  1  M 

C4U 

02/A06 

Ao  1  M 

02/A07 

1  M 

CI  1  / 

02/A09 

Ao  1  IVl 

/^l  '>'7 

02/AlO 

Ao  1  IVl 

02/A12 

A  CX\>f 
Ao  1  M 

02/A15 

Ao  1  M 

u  /j 

SOIL  AND  ROCK 

02/L02 

ASTM 

D422 

02/L04 

ASTM 

D698 

02/L07 

ASTM 

D1556 

02/L08 

ASTM 

D1557 

UZ/LIZ 

Ao  1  M 

L/Zloo 

02/L13 

ASTM 

D2216 

02/L14 

ASTM 

D2217 

02/L17 

ASTM 

D2488 

02/L23 

ASTM 

D2922 

02/L25 

ASTM 

D3017 

02/L20 

ASTM 

D4318 

02/A39 

ASTM 

C1077 

02/GOl 

ASTM  C31 

ASTM  C172 

NVLAP  LAB  CODE  0317 

ASTM  C143 

ASTM  CI 38 

FAIRFIELD  TESTING  LABORATORY,  INC. 

ASTM  C231 

P.O.  Box  2310,  652  Gl 

cnbrook  Road 

ASTM  C173 

Stamford,  CT  06906 

02/AOl 

ASTM  C39 

Stuart  W.  Cragin,  Jr. 

Phone:  203-323-3148 

02/A02 

ASTM  C617 

Accreditation  Renewal  Date:  April  1,  1991 

AGGREGATES 

02/A03 

ASTM  C29 

NVLAP  Code 

Designation 

02/A04 

ASTM  C40 

CONCRETE 

02/A09 

ASTM  C127 

02/GOl 

ASTM  C31 

02/AlO 

ASTM  C128 

ASTM  C172 

02/A12 

ASTM  C136 

ASTM  C143 

SOIL  AND  ROCK 

ASTM  C138 

02/L04 

ASTM  D698 

ASTM  C231 

02/L08 

ASTM  D1557 

ASTM  C173 

02/L12 

ASTM  D2168 

,     ^  02/AOl 

ASTM  C39 

02/L20 

ASTM  D4318 

02/A02 

ASTM  C617 

02/A39 

ASTM  C1077 

AGGREGATES 

02/A12 

SOIL  AND  ROCK 

02/L08 

02/L23 


ASTM  CI  36 

ASTM  D1557 
ASTM  D2922 


Accreditation  Renewal  Date:  April  1,  1991 
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NVLAP  LAB  CODE  0318 

MALCOLM  PIRNIE,  INC.  SOILS  TESTING 
LABORATORY 

S-3515  Abbott  Road,  Orchard  Park,  NY  14127 
Anne  Marie  McManus     Phone:  716-828-1300 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

SOIL  AND  ROCK 

02/L02  ASTM  D422 

02/L04  ASTM  D698 

02/L05  ASTM  D854 

02/L06  ASTM  D 1140 

02/L08  ASTM  D1557 

02/L13  ASTM  D2216 

02/L14  ASTM  D2217 

02/L21  ASTM  D2434 

02/L16  ASTM  D2487 

02/L23  ASTM  D2922 

02/L24  ASTM  D2974 

02/L25  ASTM  D3017 

02/LOl  ASTM  D4220 

02/L27  ASTM  D4253 

02/L19  ASTM  D4254 

02/L20  ASTM  D4318 


NVLAP  LAB  CODE  0319 

NEW  HAVEN  TESTING  LABORATORY,  INC. 

60  Hamilton  Street,  New  Haven,  CT  06511 


George  Guiliotis 

Phone:  203-772 

Accreditation  Renewal  Date:  July  1 

NVLAP  Code 

Designation 

CONCRETE 

02/GOl 

ASTM  C31 

ASTM  CI 72 

ASTM  C143 

ASTM  cm 

ASTM  C231 

ASTM  CI 73 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

AGGREGATES 

02/A03 

ASTM  C29 

02/A04 

ASTM  C40 

02/A05 

ASTM  C87 

02/A06 

ASTM  C88 

02/A07 

ASTM  CI  17 

02/A08 

ASTM  C123 

02/A09 

ASTM  CI 27 

02/AlO 

ASTM  C128 

02/All 

ASTM  C131 

02/A12 

ASTM  C136 

02/A13 

ASTM  C142 

02/A15 

ASTM  D75 

CEMENT 

02/A17 

ASTM  C109 

02/A23 

ASTM  C185 

02/A31 

ASTM  C305 

n'?/T  fu 

\J^/  LArr 

ASTM 

/\J  I  IVI 

UOyo 

/\0  1  IVI 

ASTM 
no  I  IVl 

r>i  i4n 

ASTM 
/\o  I  IVI 

U  IDDO 

ASTM 

/\o  1  IVI 

UIDJ  / 

ASTM 

LyZlOo 

02/L14 

ASTM 

D2217 

02/L16 

ASTM 

D2487 

02/L17 

ASTM 

D2488 

02/L23 

ASTM 

D2922 

02/L25 

ASTM 

D3017 

02/L20 

ASTM 

D4318 

ROAD  AND  PAVING  MATERIALS 

02/M08 
02/M09 
02/M25 
02/M12 
02/M19 

02/A38 
02/A39 


ASTM  D979 
ASTM  D1074 
ASTM  D2726 
ASTM  D1559 
ASTM  D2172 

ASTM  E329  (concrete  only) 
ASTM  C1077 


NVLAP  LAB  CODE  0320 


MATERLVLS  TESTING,  INC. 

100  Raton  Drive,  Milford,  CT  06460 

Frank  A.  Soucy     Phone:  203-878-2765 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code 

CONCRETE 
02/GOl 


02/AOl 
02/A02 
02/A41 
02/A43 

AGGREGATES 

02/A03 
02/A04 
02/A06 
02/A07 
02/A08 
02/A09 
02/AlO 
02/All 
02/A12 
02/A13 
02/A44 
02/A15 

CEMENT 
02/A17 

SOIL  AND  ROCK 

02/L02 

02/L04 

02/L05 


Designation 

ASTM  C31 
ASTM  C172 
ASTM  C143 
ASTM  C138 
ASTM  C231 
ASTM  CI  73 
ASTM  C39 
ASTM  C617 
ASTM  C192 
ASTM  C1064 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C29 

C40 

C88 

C117 

C123 

C127 

C128 

C131 

C136 

C142 

C566 

D75 


ASTM  C109 


ASTM  D422 
ASTM  D698 
ASTM  D854 
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02/L06 

ASTM  D1140 

02/L08 

ASTM  D1557 

02/Ul 

ASTMD2167 

02/L20 

ASTM  D4318 

NVLAP  LAB  CODE  0321 

INEL  MATERIALS  TESTING  LAB 

EG&G  Idaho,  Inc. 

P.O.  Box  1625,  Bldg.  CFA  602,  MS-4136 

Idaho  Falls,  ID  83415 

H.  Craig  Bean     Phone:  208-526-2588 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code 

Designation 

CONCRETE 

02/GOl 

ASTM  C31 

ASTM  C172 

ASTM  C143 

ASTM  C138 

ASTM  C231 

ASTM  C173 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

02/A41 

ASTM  C192 

AGGREGATES 

02/A03 

ASTM  C29 

02/A07 

ASTM  CI  17 

02/A09 

ASTM  C127 

02/AlO 

ASTM  C128 

02/A12 

ASTM  C136 

NVLAP  LAB  CODE  0322 

CANADL\N  STANDARDS  ASSOCL\TION 

178  Rexdale  Boulevard 

Rexdale  (Toronto),  Ontario,  M9W  1R3  CANADA 

Brian  MacEwen 

Phone:  416-747-4355 

Accreditation  Renewal  Date:  October  1,  1991 

STOVES 

PHYSICAL/FIRE  TEST  GROUP  (04IF00) 

Sec.  of  UL  737           Sec.  of  UL  1482 

6th  Edition                 3rd  Edition 

NVLAP  Code 

(Sep.  16,  1988)            (Sep.  12,  1988) 

04/FOl 

8  8 

04/F02 

9  9 

04/F04 

11  11 

04/F05 

14 

04/F06 

12  12 

04/F07 

13  13 

04/F08 

15  16 

04/F09 

16  16 

04/FlO 

14  15 

Sec.  ofCSA  Standard  B  366.2-M1984 
(ULC  S627-M1984) 
(April,  1984) 


04/Fll 

7.2 

04/F12 

7.3 

04/F14 

7.5 

04/F16 

7.6 

04/F17 

7.7 

04/F18 

7.12 

04/F19 

7.10 

04/F20 

7.11 

MOBILE  HOME  TEST  GROUP  (04/MOO) 

Sec.  of  UL  737  Sec.  of  UL  1482 

6th  Edition  3rd  Edition 

NVLAP  Code  (Sep.  16,  1988)  (Sep.  12,  1988) 

04/MOl  17  17 

04/M02  17  17 

04/M03  17  17 

Sec.  ofCSA  Standard  B  366.2-M1984 
(ULC  S627-M1984) 
(April,  1984) 

04/M04  12 
04/M05  12 
04/M06  12 


ELECTRICAL  TEST  GROUP  (04IE00) 


Sec.  of  UL  737  Sec.  of  UL  1482 

6th  Edition  3rd  Edition 

NVLAP  Code            (Sep.  16,  1988)  (Sep.  12,  1988) 

04/EOl                          33  33 

04/E02                         34  34 

04/E03                         35  35 

04/E04                         36  36 

04/E05                         38  38 

04/E06                         37  37 

04/E07                         39  39 

04/E08                         40  40 

Sec.ofCSA  Sec.ofCSA 

C  22.2  No.  3  C  22.2  No.  113 

1984  1984 

04/E09                         6.2  6.4 

04/ElO                         6.2  6.4 

04/Ell  6.8 

04/E12                         6.3  6.5 

04/E13                         6.4  6.9 


NVLAP  LAB  CODE  0323 

IBM  ACOUSTICS  LABORATORY 

Department  C18,  Building  704 

P.O.  Box  950,  Boardman  Road 

Poughkeepsie,  NY  12602 

George  C.  Maling,  Jr.     Phone:  914-435-2670 

Accreditation  Renewal  Date:  April  1,  1991 
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NVLAP  Code 

ACOUSTICS 

08/P17 

08/P20 

08/Ell 

08/P21 

08/P24 


Designation 

ISO  3741 
ISO  3742 
ISO  3744 
ISO  3745 
ISO  7779 


NVLAP  LAB  CODE  0326 


NVLAP  LAB  CODE  0324 

BURLINGTON  INDUSTRIES 
RABUN  PLANT  LABORATORY 

Route  1,  Box  1,  Keliey's  Creek  Road 

Rabun  Gap,  GA  30568 

Anita  C.  Waldron     Phone:  404-746-5311 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code  Designation 

CARPET 

03/F03  16  CFR  Part  1630.4 


NVLAP  LAB  CODE  0325 


CITY  OF  SAN  JOSE  MATERIALS  TESTING 
LABORATORY 

675  N.  Seventh  Street 

San  Jose,  CA  95112 

Ai  Oxonian      Phone:  408-277-4513 


Accreditation  Renewal 

NVLAP  Code 

CONCRETE 
02/GOl 
ASTM  C172 
ASTM  C143 
ASTM  C138 
ASTM  C173 
02/AOl 
02/A02 

AGGREGATES 
02/A03 
02/A04 
02/A07 
02/A09 
02/AlO 
02/All 
02/A12 
02/A16 

SOIL  AND  ROCK 
02/L02 
02/L08 
02/L12 


Date:  January  1,  1992 
Designation 

ASTM  C31 


ASTM  C39 
ASTM  C617 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C29 

C40 

C117 

C127 

C128 

C131 

C136 

D2419 


ASTM  D422 
ASTM  D1557 
ASTM  D2168 


ROAD  AND  PAVING  MATERIALS 


02/Mll 
02/M12 
02/M13 
02/M14 
02/M24 
02/M19 
02/M25 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


D1188 
D1559 
D1560 
D1561 
D2041 
D2172 
D2726 


LAW  ENGINEERING,  INC. 

4634  South  36th  Place 

Phoenix,  AZ  85040 

Richard  A.  Graul     Phone:  602-437-0250 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code 

Designation 

A<\TM  PI 79 

r\j  1  ivi  v^i                            \  . 

1  IVI  v^lto 

/\J  i  IVl  V^l  JO 

/\o  1  iVI  \^i.J  i 

02/AOl 

ASTM  C39 

02/A02 

ASTM  C617 

02/A03 

ASTM  C29 

02/A04 

ASTM  C40 

02/A06 

ASTM  C88 

02/A07 

ASTM  CI  17 

02/A08 

ASTM  C123 

02/A09 

ASTM  C127 

02/AlO 

ASTM  C128 

02/All 

ASTM  C131 

02/A12 

ASTM  C136 

02/A13 

ASTM  C142 

02/A38 

ASTM  E329  (concrete  only) 

02/A39 

ASTM  C1077 

NVLAP  LAB  CODE  0327 

U.S.  NAVY-PACinC  MISSILE  TEST  CENTER 

Electromagnetic  Environmental  Effects  Lab. 

PMTC(4034T) 

Point  Mugu,  CA  93042-5000 

T.  Gerald  Boone     Phone:  805-989-7884 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 

12/BOl 
12/B02 
12/B05 

12/DOl 
12/D02 


Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method  CS06 

Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 


02/A38 


ASTM  E329 
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Radiated  Susceptibility: 

09/All 

ASTM  D1200 

12/EOl 

MIL-STD-462  Method  RSOl 

09/A12 

ASTM  D1210 

12/E02 

MIL-STD-462  Method  RS02 

09/A16 

ASTM  D1400 

12/E03 

MIL-STD-462  Method  RS03 

09/A17 

ASTM  D1475 

(Consult  laboratory  for  field 

09/A20 

ASTM  D2244 

SireilgUla  dVdUaUlcJ 

09/A22 

ASTM  D3363 

1Z/C.U4 

09/B03 

ASTM  D344 

Employing  RADHAZ  procedures 

09/B05 

ASTM  D659 

for  high  level  testing.  (Consult 

ASTM  D660 

laboratory  for  field  strengths 

09/B07 

ASTM  D661 

available) 

09/BlO 

ASTM  D714 

09/B14 

ASTM  D869 

09/B17 

ASTM  D968  (Method  A,  B) 

NVTAP  LAB  CODE  0328 

uy/tsio 

Ail  1 M  uyoy 

09/B20 

ASTM  D1309 

TEKTRONIX,  INC. 

09/B27 

ASTM  D2248 

18700  N.W.  Walker  Road,  M.S.  92-327 

09/B29 

ASTM  D2486 

Beaverton,  OR  97075 

09/B37 

ASTM  D4060 

Henry  Benitez      Phone:  503-629-1327 

Uv/CUo 

A.b  I  M  UlU/o 

09/C07 

ASTM  D1133 

Accreditation  Renewal  Date:  October  1,  1991 

09/C26 

ASTM  D2369  (Proc.  A,  B) 

NVLAP  Code 

Designation 

09/C28 

ASTM  D2697 

ELECTROMAGNETIC 

09/C34 

ASTM  D3335 

Military  Standard  462, 

09/r35 

ASTM  D3624 

09/C36 

ASTM  D3718 

Measurement  of  Electromagnetic 

09/C39 

ASTM  D3960 

Interference  Characteristics 

09/DOl 

ASTM  B117 

Conducted  Emissions: 

09/D03 

ASTM  D822 

12/AOl 

MIL-STD-462  Method  CEOl 

09/D10 

ASTM  D2247 

12/A04 

MIL-STD-462  Method  CE02 

09/D13 

ASTM  D3924 

12/A06 

MIL-STD-462  Method  CE03 

09/D14 

ASTM  G23    (Method  1,  2,  3,  4) 

12/A08 

MIL-STD-462  Method  CE04 

PLASTICS 

Conducted  Susceptibility: 

15/A05 

ASTM  D635 

12/BOl 

MIL-STD-462  Method  CSOl 

15/AlO 

ASTM  D790 

12/B02 

MIL-STD-462  Method  CS02 

15/A15 

ASTM  D1525 

12/B05 

MIL-STD-462  Method  CS06 

15/A21 

ASTM  G23 

Radiated  Emissions: 

SEALS  AND  SEALANTS 

12/DOl 

MIL-STD-462  Method  REOl 

13/003 

ASTM  C639 

12/D02 

MIL-STD-462  Method  RE02 

13/004 

ASTM  C661 

13/005 

ASTM  C679 

Radiated  Susceptibility: 

13/006 

ASTM  C681 

12/EOl 

MIL-STD-462  Method  RSOl 

13/007 

ASTM  C711 

12/E02 

MIL-STD-462  Method  RS02 

13/010 

ASTM  C718 

12/E03 

MIL-STD-462  Method  RS03 

13/011 

ASTM  C719 

(Consult  laboratory  for  field 

13/012 

ASTM  C731 

strengths  available) 

13/013 

ASTM  C732 

13/016 

ASTM  C736 

N\XAP  LAB  CODE  0329 

13/019 

ASTM  C792 

13/021 

ASTM  C794 

13/022 

ASTM  C910 

DALLAS  LABORATORIES,  INC. 

13/023 

ASTM  D2202 

P.O.  Box  152837,  1323  Wall  Street 

13/024 

ASTM  D2203 

Dallas,  TX  75315 

13/025 

ASTM  D2376 

Kevan  W.  Jones      Phone:  214-565-0593 

13/026 

ASTM  D2377 

Accreditation  Renewal  Date:  April  1,  1991 

13/030 

ASTM  D2453 

NVLAP  CODE 

Designation 

PAINTS 

NVLAP  LAB  CODE  0330 

09/AOl 

ASTM  D56 

09/A02 

ASTM  D93    (Method  A,  B) 

RADIATION  SCIENCES  INCORPORATED 

09/A04 

ASTM  D185 

3131  Detwiler  Road 

09/A07 

ASTM  D523 

Harleysville,  PA 

19438 

09/A08 

ASTM  D562  (Proc.  A,  B) 

Michael  Welty 

Phone:  215-256-4133 

09/AlO 

ASTM  D1186  (Method  A) 

Accreditation  Renewal  Date:  July  1,  1991 

1991  NVLAP  DIRECTORY -Page  95 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  Code  Designation 

ELECTROMAGNETIC 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 


12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 

12/BOl 
12/B02 
I2/B04 

12/B05 
12/B06 
12/B07 

12/DOl 
12/D02 
12/D03 

12/EOl 
12/E02 
12/E03 


12/E07 


Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method 
CS03/CS04/CS05/CS08 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS07 
MIL-STD-462  Method  CS09 

Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 
MIL-STD-462  Method  RE03 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS06 


NVLAP  LAB  CODE  0331 

SCIENCE  APPLICATIONS  INTERNATIONAL 
CORPORATION 

AERONAUTICAL  SYSTEMS  OPERATION 
1321  Research  Park  Drive,  Dayton,  OH  45432 
John  C.  Chabut     Phone:  513-429-6500 

Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  Code 

COMPUTER 
17/X25 


Designation 

Defense  data  Network  X.25  Host 
Interface  Qualification  Tests  per 
Defense  Communications  Agency 
Circular  370-P195-(5) 


NVLAP  LAB  CODE  0334 

E.  L  duPONT  de  NEMOURS  &  COMPANY,  INC. 

403  Holiday  Ave.,  Dalton,  GA  30720-3755 
James  R.  McAfee     Phone:  404-275-7760 

Accreditation  Renewal  Date:  April  1,  1991 

NVLAP  Code  Designation 

CARPET 

03/COl  AATCC  16E 

03/DOl  ASTM  D418  (Sec.  8) 


03/D03 
03/D04 
03/EOl 
03/SOl 


ASTM  D418  (Sec.  10  &  11) 
ASTM  D418  (Sec.  13) 
AATCC  134/CRI  102 
ASTM  D1335 


NVLAP  LAB  CODE  0335 


R.  F.  GEISSER,  INC. 

P.O.  Box  4526,  120  Pershing  Street 
East  Providence,  RI  02914 

Byron  R.  Holmes     Phone:  401-438-7320 

Accreditation  Renewal  Date:  July  1,  1991 

NVLAP  Code 


CONCRETE 
02/GOl 


02/AOl 
02/A02 

AGGREGATES 

02/A03 

02/A04 

02/A09 

02/AlO 


Designation 

ASTM  C31 
ASTM  C172 
ASTM  C143 
ASTM  CDS 
ASTM  C231 
ASTM  C39 
ASTM  C617 

ASTM  C29 
ASTM  C40 
ASTM  C127 
ASTM  C128 


NVLAP  LAB  CODE  0336 

DATA  SYSTEMS  ANALYSTS,  INC. 

10400  Eaton  Place,  Suite  500 
Fairfax,  VA  22030 

Powell  W.  Arms,  Jr.     Phone:  703-591-3704 
Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  Code 

COMPUTER 
17/HOl 


Designation 

Department  of  Defense  Military 
Standard  Data  Communications 
High  Level  Protocols,  per  Defense 
Communications  Agency  Upper 
Level  Protocol  Test  System: 
Mil-Std  1777,  Mil-Std  1778, 
Mil-Std  1780,  Mil-Std  1781, 
Mil-Std  1782 


NVLAP  LAB  CODE  0337 

DAYTON  T.  BROWN,  INC. 

Church  Street,  Bohemia,  NY  11716 
Richard  C.  Gaynor     Phone:  516-589-6300 

Accreditation  Renewal  Date:  October  1,  1991 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 
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12/AOl 
12/A04 
12/A06 
12/A08 
12/AlO 
12/A12 

12/BOl 
12/B02 
12/B04 

12/B05 
12/B06 
12/B07 
12/B08 
12/B09 
12/BlO 
12/Bll 

12/DOl 
12/D02 
12/D03 

12/EOl 
12/E02 
12/E03 


12/E04 


12/E07 


Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE06 
MIL-STD-462  Method  CE07 

Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method 
CS03/CS04/CS05/CS08 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS07 
MIL-STD-462  Method  CS09 
MIL-STD-462  Method  CSIO 
MIL-STD-462  Method  CS 11 
MIL-STD-462  Method  CS12 
MIL-STD-462  Method  CS13 

Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 
MIL-STD-462  Method  RE03 

Radiated  Susceptibih'ty: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS03 
Employing  RADHAZ  procedures 
for  high  level  testing.  (Consult 
laboratory  for  field  strengths 
available) 

MIL-STD-462  Method  RS06 


02/AlO 
02/A12 
02/AI5 

SOIL  AND  ROCK 

02/L02 
02/L03 
02/L04 
02/L05 
02/L06 
02/L07 
02/L08 
02/LlO 
02/L12 
02/L13 
02/L16 
02/L23 
02/L25 
02/L20 


ASTM  C128 
ASTM  CI  36 
ASTM  D75 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


D422 

D427 

D698 

D854 

D1140 

D1556 

D1557 

D1883 

D2168 

D2216 

D2487 

D2922 

D3017 

D4318 


ROAD  AND  PAVING  MATERIALS 
02/M08  ASTM  D979 

02/M12  ASTM  D1559 

02/M19  ASTMD2172 
02/M25  ASTM  D2726 


NVLAP  LAB  CODE  0339 

DATA  GENERAL  CORPORATION 

4400  Computer  Drive,  M.S.  C134,  Westboro,  MA  01581 
Michael  J.  Dowling      Phone:  508-870-9812 

Accreditation  Renewal  Date:  January  1,  1992 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

12/COl  47  CFR  Part  15  B,  Conducted 

12/ROl  47  CFR  Part  15  B,  Radiated 


NVLAP  LAB  CODE  0338 


NVLAP  LAB  CODE  0340 


COUNTY  OF  FAIRFAX/DEPARTMENT  OF 
ENVIRONMENTAL  MANAGEMENT,  MATERLVLS 
TESTING  LABORATORY 

6800-A  Industrial  Road 

Springfield,  VA  22151 

Payton  W.  Young     Phone:  703-658-3800 

Accreditation  Renewal  Date:  January  1,  1992 


NVLAP  Code 

CONCRETE 
02/GOl 


02/AOl 
02/A02 

AGGREGATES 
02/A03 
02/A07 
02/A09 


Designation 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C31 

C172 

C143 

C138 

C231 

C173 

C39 

C617 


ASTM  C29 
ASTM  CI  17 
ASTM  C127 


FAIRWAY  TESTING  COMPANY,  INC. 

Smith  Street,  Box  578,  Stoney  Point,  NY  10980 
Patsy  J.  Aguanno     Phone:  914-942-2088 

Accreditation  Renewal  Date:  October  1,  1991 


NVLAP  Code 

CONCRETE 
02/GOl 


02/AOl 
02/A02 

AGGREGATES 

02/A04 

02/A07 

02/A09 

02/AlO 

02/A12 


Designation 


ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 
ASTM 


C31 

C172 

C143 

C138 

C231 

C173 

C39 

C617 


ASTM  C40 
ASTM  CI  17 
ASTM  C127 
ASTM  C128 
ASTM  C136 
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SOIL  AND  ROCK 

02/L02 
02/L04 
02/L08 
02/A39 


ASTM  D422 
ASTM  D698 
ASTM  D1557 
ASTM  C1077 


NVLAP  LAB  CODE  0347 

NATIONAL  TECHNICAL  SYSTEMS 

533  Main  Street,  Acton,  MA  01720 
Martin  J.  Metcalf     Phone:  508-263-2933 

Accreditation  Renewal  Date:  April  1,  1992 

NVLAP  Code  Designation 

ELECTROMAGNETIC 

Military  Standard  462, 
Measurement  of  Electromagnetic 
Interference  Characteristics 

Conducted  Emissions: 
MIL-STD-462  Method  CEOl 
MIL-STD-462  Method  CE02 
MIL-STD-462  Method  CE03 
MIL-STD-462  Method  CE04 
MIL-STD-462  Method  CE07 


12/AOl 
12/A04 
12/A06 
12/A08 
12/A12 

12/BOl 
12/B02 
12/B05 
12/B07 

12/DOl 
12/D02 

12/EOl 
12/E02 
12/E03 


12/E04 


Conducted  Susceptibility: 
MIL-STD-462  Method  CSOl 
MIL-STD-462  Method  CS02 
MIL-STD-462  Method  CS06 
MIL-STD-462  Method  CS09 
Radiated  Emissions: 
MIL-STD-462  Method  REOl 
MIL-STD-462  Method  RE02 

Radiated  Susceptibility: 
MIL-STD-462  Method  RSOl 
MIL-STD-462  Method  RS02 
MIL-STD-462  Method  RS03 
(Consult  laboratory  for  field 
strengths  available) 
MIL-STD-462  Method  RS03 
Employing  RADHAZ  procedures 
for  high  level  testing.  (Consult 
laboratory  for  field  strengths 
available) 


NVLAP  LAB  CODE  0349 

DIGITAL  EQUIPMENT  CORPORATION 

TaN  TCP/IP  Conformance  &  Performance  Test  Facility 

550  King  Street 

Littleton,  MA  01460-1289 

Harold  Jones     Phone:  508-486-5066 

Accreditation  Renewal  Date:  April  1,  1992 

NVLAP  Code  Designation 

COMPUTER 

17/HOl  Department  of  Defense  Military 

Standard  Data  Communications 
High  Level  Protocols,  per  Defense 
Communications  Agency  Upper 
Level  Protocol  Test  System: 
Mil-Std  1777,  Mil-Std  1778, 
Mil-Std  1780,  Mil-Std  1781, 
Mil-Std  1782 


NVLAP  LAB  CODE  0501 

BALTIMORE  GAS  &  ELECTRIC  COMPANY 
CALVERT  CLIFFS  NUCLEAR  POWER  PLANT 

Quality  Assurance  and  Staff  Services  Department 
Lusby,  MD  20657 

Eugene  T.  Reimer     Phone:  301-260-4716 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802AS  in  a  Panasonic  UD874A 
holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0502 

UNION  ELECTRIC  COMPANY 

CALLAWAY  PLANT 

P.O.  Box  620,  Fulton,  MO  65251 

Ronald  R.  Roselius     Phone:  314-676-8321 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  US-874A 
holder  for  ANSI-N13.il  categories  II,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0503 

MALLINCKRODT  MEDICAL,  INC. 

2703  Wagner  Place,  Maryland  Heights,  MO  63043 
Ashok  K.  Dhar      Phone:  314-344-3978 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  Harshaw  Automatic  readers  model  2000B  and 
2000D. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Harshaw  TLD  model  100  for  ANSI-N13.il  category  VII. 
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NVLAP  LAB  CODE  0504 

NAVAL  DOSIMETRY  CENTER 
NATIONAL  NAVAL  MEDICAL  CENTER 

Bethesda,  MD  20889-5000 

Joseph  E.  DeCicco     Phone:  301-295-5410 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through  em- 
ploying a  Harshaw  Automatic  reader  model  2271,  or  a 
Model  8800. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13. 11-1983  through  testing. 

DT  648  (Harshaw  4  Chip  Card  3  TLD700,  1  TLD600)  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0505 

DUKE  POWER  COMPANY,  DOSIMETRY  LABORATORY 

Applied  Science  Center/Training  &  Technology  Ctr. 
13339  Hagers  Ferry  Road,  Huntersville,  NC  28078 
Wanda  M.  Carter      Phone:  704-875-5342 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  Teledyne  Automatic  readers  model  9100  and 
9150,  and  Teledyne  Manual  reader  model  8310. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Teledyne  TLD  model  PB3  for  ANSI-N13.il  categories  I,  II, 
III,  IV,  V,  VI,  VII. 


NVLAP  LAB  CODE  0506 

SOUTHERN  CALIFORNL\  EDISON 

SAN  ONOFRE  NUCLEAR  GENERATING  STATION 

P.O.  Box  128,  5000  Pacific  Coast  Highway 

San  Clemente,  CA  92674-0128 

Sandra  J.  Allen      Phone:  714-368-6254 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AT2  in  an  ISA  model  830 
holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0508 

NEW  YORK  POWER  AUTHORITY 
INDIAN  POINT-3 

P.O.  Box  215,  Broadway  and  Bleakley  Ave. 

Buchanan,  NY  10511 

James  F.  Barry     Phone:  914-736-8417 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  readers  model  UD710A 
and  UD710B  and  Panasonic  Manual  reader  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD806  for  ANSI-N13.il  categories 
I,  II,  III,  IV,  V,  VI,  VII. 

Panasonic  TLD  model  UD812-AQ  for  ANSI-N13.il  cate- 
gories I,  II,  III,  IV,  V,  VI,  VII. 

Both  dosimeters  are  housed  in  a  custom  made  plastic  clam 
shell  type  holder  with  filtering  of  4mg/cm^  mylar  over 
elements  1  &  2,  140  mg/cm^  plastic  over  element  3,  and 
840  mg/cm^  plastic  over  element  4. 


NVLAP  LAB  CODE  0509 

NAVAL  RESEARCH  LABORATORY 

Code  1240 

Washington,  DC  20375-5000 

Ronald  B.  Luersen     Phone:  202-767-2232 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  Automatic  reader  model  2271. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

NRL  Radiation  Badge  for  ANSI-N13.il  categories  I,  II,  III, 
IV,  VI,  VIII. 


NVLAP  LAB  CODE  0510 

GPU  NUCLEAR  CORPORATION 

RADIOLOGICAL  &  ENVIRONMENTAL  CONTROLS 

DIVISION 

P.O.  Box  480,  Route  441  South 

Middletown,  PA  17057-0191 

J.  M.  Hanvorth     Phone:  717-948-8337 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  D710. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with  ANSI- 
N13.1 1-1983  through  testing. 
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Panasonic  TLD  model  UD802-AS2  in  an  ISA  model  830 
hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII. 

Panasonic  TLD  model  UD802-AS2  in  an  ISA  model  830 
hanger  with  Cd  over  elements  1  &  2  for  ANSI-N13.il 
categories  IV,  VIII. 

NVLAP  LAB  CODE  0511 

NEW  YORK  POWER  AUTHORITY 
JAMES  A.  nTZPATRICK  NUCLEAR  POWER  PLANT 
P.O.  Box  41,  Lycoming,  NY  13093 
MarkMcMahon      Phone:  315-349-6706 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD812-AS2  for  ANSI-N13.il 
categories  II,  IV,  VI,  VII. 

The  dosimeter  is  housed  in  a  custom  made  plastic  clam  shell 
type  holder  with  filtering  of  4mg/cm^  mylar  over  elements 
1  &  2,  140  mg/cm^  plastic  over  element  3,  and  840  mg/cm^ 
plastic  over  element  4. 

NVLAP  LAB  CODE  0512 

RADLVTION  DETECTION  COMPANY 

P.O.  Box  1414,  162  Wolfe  Road 
Sunnyvale,  CA  94088 

Richard  H.  Holden      Phone:  408-735-8700 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  (1)  Teledyne  7300  reader;  (2)  Harshaw  3000 
reader;  (3)  Victoreen  2800  reader;  (4)  by  manual  film 
processing  and  reading  on  a  Macbeth  TD502  densitometer; 
or  (5)  Tracketch,  NTA  manual  optical  readers. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Designation 

Hi  Energy  TLD 
Beta  TLD 
Lo  Energy  TLD 
TLD  Albedo 
Film  XBG 

Film  XBGN 
Neutron  Tracketch 
Beta/gamma  Albedo  TLD 
TLD-Beta/gamma 

Albedo/Tracketch 

*  Processes  listed  above,  2  and  3,  are  considered  functionally 
acceptable  as  substitutes  which  can  be  used  in  lieu  of  process 
1  as  listed  above. 


ANSr-M3.11 

Process 

Categories 

1* 

II,  IV 

1* 

V,  VII 

1* 

I,  III,  VI 

1*,4 

VIII 

4 

I,  II,  III,  IV,  V, 

VI,  VII 

4,5 

VIII 

5 

VIII 

1* 

II,  IV,  V,  VII 

1*,5 

II,  IV,  V,  VII, 

VIII 

NVLAP  LAB  CODE  0514 

ROCHESTER  GAS  &  ELECTRIC  CORP. 
GINNA  NUCLEAR  POWER  PLANT 

1503  Lake  Road,  Ontario,  NY  14519 
Frederic  J.  Mis     Phone:  315-524-4446 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  an  ISA  Model  821 
hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII. 

Pasasonic  TLD  model  UD812A-5  in  a  Panasonic  UD874A-T 
hanger  for  ANSI-N13.il  categories  IV,  V,  VII. 

Combination  Panasonic  TLD  model  UD812A-5  and 
UD809-AS  in  a  Panasonic  UD884A-T  holder  with  cd  shields. 


NVLAP  LAB  CODE  0515 

TMA/EBERLINE 

P.O.  Box  3874,  5635  Jefferson  St.  NE 

Albuquerque,  NM  87190-3874 

T.  Richard  Downard      Phone:  505-345-9931 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Eberline  Manual  reader  TLR-6. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Eberline  TLD  (2  or  3  Harshaw  TLD  100  chips)  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 

Eberline  Albedo  (4  TLD  100  chips)  for  ANSI-N13.il 
category  VIII. 


NVLAP  LAB  CODE  0516 

TENNESSEE  VALLEY  AUTHORITY 
RADIOLOGICAL  TECHNICAL  SUPPORT 

1101  Market  St.,  BR  5S  167X-C 

Chattanooga,  TN  37402-2801 

James  A.  Flanigan      Phone:  615-751-4709 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through  em- 
ploying a  Panasonic  Automatic  reader  model  UD710A  and 
Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with  ANSI- 
N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  UD874A-T 
holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 
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The  following  sites  are  included  in  the  accreditation  as  sub- 
facilities of  the  above  listed  main  facility  and  are  accredited 
for  the  same  equipment  and  dosimeter  listed: 

Browns  Ferry  Nuclear  Plant,  Decatur,  Alabama 
Sequoyah  Nuclear  Plant,  Daisy,  Tennessee 
Western  Area  Radiological  Laboratory, 
Muscle  Shoals,  Alabama. 

NVLAP  LAB  CODE  0517 

CAROLINA  POWER  &  LIGHT  COMPANY 
P.  O.  Box  1551,  411  Fayetteville  St. 
Raleigh,  NC  27602 

Joseph  R.  Sipp     Phone:  919-546-2510 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802  in  either  a  Panasonic 
UD854A  or  874A  holder  for  ANSI-N13.il  categories  I,  II, 
III,  IV,  V,  VI,  VII,  VIII. 

The  following  sites  are  included  in  the  accreditation  by 
virtue  of  using  identical  equipment  and  procedures  as 
indicated  above: 

Robinson  Nuclear  Plant,  Hartsville,  South  Carolina 
Brunswick  Nuclear  Plant,  Southport,  North  Carolina 
Harris  Nuclear  Project,  New  Hill,  North  Carolina 


NVLAP  LAB  CODE  0518 

TECH/OPS  LANDAUER 

2  Science  Road,  Glenwood,  IL  60425 
R.  Craig  Yoder     Phone:  708-755-7000 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  (1)  automatic  film  reader  Tech/Ops  Model  1; 
(2)  Harshaw  Atlas  Hotgas  reader/modified  Atlas  reader  with 
Apollo  Systems  CO2  laser;  (3)  Harshaw  2271  reader; 

(4)  NTA/Polycarbonate  /CR-39  manual  optical  readers; 

(5)  manual  densitometers  X-Rite,  Tech/Ops  Model  301, 
Macbeth  Model  TD504  or  (6)  ALNOR  Dosacus  reader. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Landauer  designation: 


ANSI-N13.il 

Film 

Process 

Category 

G-Film  "GARDRAY" 

1,5 

I  thru  VII 

P-G  badge  plus  NTA 

1,4,5 

VIII 

A-G  badge  plus 

polycarbonate 

1,4 

VIII 

R-G  badge  plus  ER 

1,3,4,5 

VIII 

1,4,5,6 
1,4,5 


R-G  badge  plus 

ALNOR  ER(M) 
B-G  badge  plus  CR  39 

TLD 

L-4  chip  "GARDRAY  " 
D-3  700  chip  Harshaw 
card 

K-Modified  ALNOR(K) 
W  modified  — 2  chip 

Escort  with  x-ray 

filtration  (J) 

The  facility  is  accredited  to  process  the  following  dosimeters 
which  have  been  deemed  functionally  acceptable  by  virtue  of 
using  identical  techniques  and  equipment  to  process  combi- 
nations of  elements  demonstrated  above. 

Landauer  designation: 


VIII 
VIII 


I  thru  VIII 
II,  IV,  V, 
VII 

I  thru  VII 


I,  II 


ANSl-N13.ll 

Film 

Process 

Category 

B-G  badge  plus  CR-39 

1,4,5 

I  thru  VII 

C-G  badge  plus  CR-39 

and  Cadmium 

1,4,5 

I  thru  VIII 

P-G  badge  plus  NTA 

1,4,5 

I  thru  VII 

H-G  badge  plus  NTA 

and  Cadmium 

1,4,5 

I  thru  VIII 

A-G  badge  plus 

polycarbonate 

1,4,5 

I  thru  VII 

J-G  badge  plus 

polycarbonate 

and  Cadmium 

1,4,5 

I  thru  VIII 

Y-G  badge  plus  Cadmium 

1,4,5 

I,  VII 

R-G  badge  plus 

Harshaw  ER 

1,3,4,5 

I  thru  VII 

R-G  badge  plus  ALNOR  ER 

1,4,5,6 

I  thru  VII 

Q-DEX-RAY 

1,4,5 

I,  VII 

TLD 

F-L  badge  plus  CR-39 

2,4 

I  thru  VIII 

F-L  badge  plus 

polycarbonate 

2,4 

I  thru  VIII 

F-L  badge  plus  ER 

2,3,4 

I  thru  VIII 

Z-K  badge  plus  CR-39 

4,6 

I  thru  VIII 

Z-K  badge  plus 

polycarbonate 

4,6 

I  thru  VII 

S-K  badge  plus  ER 

4,6 

I  thru  VIII 

M-K  badge 

(TLD  700  chips) 

6 

I  thru  VII 

The  following  site  is  included  as  a  TECH/OPS  Landauer, 
Inc.  Nuclear  Station  System  (NSS)  site: 

Alabama  Power,  Farley  Nuclear  Plant,  Ashford,  Alabama. 

The  following  sites  are  included  to  perform  limited  volume, 
emergency  response  processing  employing  either  a  Harshaw 
3000  manual  reader  or  manual  film  processing  techniques 
for  the  following  badges: 


G-Film  "GARDRAY" 
UTLD  4  chip  "GARDRAY" 
K-TLD  3  chip  ALNOR 

R.  S.  Landauer,  Jr.  &  Company  Offices:  El  Sequndo, 
California;  Houston,  Texas;  and  East  Brunswick,  New  Jersey. 


ANS1-N13.il  Category 
I  thru  VII 
I  thru  VII 
I  thru  VII 


1991  NVLAP  DIRECTORY  -  Page  101 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  0519 

HOUSTON  LIGHTING  &  POWER  COMPANY, 
MANAGING  PARTNER 

SOUTH  TEXAS  PROJECT  ELECTRIC  GENERATING 
STATION 

P.O.  Box  510,  Wadsworth,  TX  77483 
J.  Russell  Lovell      Phone:  512-972-8467 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1M983  through  testing. 

Panasonic  TLD  Model  UD802-AT  in  an  ISA  Model  830 
Holder  for  ANSI-N13.il  categories  II,  IV,  V,  VII. 

A  combination  of  the  above  and  a  Panasonic  TLD  Model 
UD802-AT  in  an  ISA  Model  810  Holder  for  ANSI-N13.il 
category  VIII. 


NVLAP  LAB  CODE  0520 

VIRGINIA  POWER 

NORTH  ANNA  POWER  STATION 
P.O.  Box  402,  Mineral,  VA  23117 
Terrance  G.  Peters     Phone:  703-894-5151 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  Teledyne  Automatic  readers  model  9100  and 
9150,  and  Teledyne  Manual  readers  model  8300  and  8310. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Teledyne  TLD  model  PB3  for  ANSI-N13.il  categories  II, 
IV,  V,  VII. 


NVLAP  LAB  CODE  0521 

DUQUESNE  LIGHT  COMPANY 

Beaver  Valley  Power  Station,  Mail  Drop  BV-ERF 
P.O.  Box  4,  Shippingport,  PA  15077-0004 
Robert  M.  Vento     Phone:  412-393-5874 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD812-AS2  for  ANSI-N13.il 
categories  I,  II,  III,  IV,  V,  VI,  VII. 

The  dosimeter  is  housed  in  a  custom  made  plastic  clam  shell 
type  holder  with  filtering  of  4mg/cm^  mylar  over  elements 
1  &  2,  140  mg/cm^  plastic  over  element  3,  and  840  mg/cm' 
plastic  over  element  4. 


NVLAP  LAB  CODE  0522 

CONSUMERS  POWER  COMPANY 
DOSIMETRY  SERVICES  JACKSON 
1945  West  Parnall  Road,  Jackson,  MI  49201 
Robert  A.  English     Phone:  517-788-2029 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Panasonic  model  UD710A  automatic  reader. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802-AQ1  in  an  ISA  model  820 
holder  for  ANSI  N13.il  categories  I,  II,  III,  IV,  V,  VI  VII 
and  VIIL 


NVLAP  LAB  CODE  0523 

VIRGINIA  POWER 

SURRY  POWER  STATION 

P.O.  Box  315,  Surry,  VA  23883 

Dean  W.  Densmore     Phone:  804-357-3184 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802AT2  in  an  ISA  model  831 
holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
and  VIII. 


NVLAP  LAB  CODE  0524 

YANKEE  ATOMIC  ELECTRIC  COMPANY 

580  Main  Street,  Bolton,  MA  01740-1398 
Nicholas  M.  Panzarino     Phone:  508-779-6711 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Harshaw  Automatic  reader  model  2271,  or  a 
Panasonic  Automatic  reader  model  7104. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Harshaw  TLD  model  BGN  containing  a  type  G7  and  a 
NG-67  TLD  Card  for  ANSI-N13.il  categories  I,  II,  III,  IV, 
V,  VI,  VII,  VIII. 

Panasonic  TLD  model  808  for  ANSI-N13.il  categories  I,  II, 
III,  IV,  V,  VI,  VII. 

Panasonic  TLD  model  814-AS4  for  ANSI-N13.il  categories 
I,  II,  III,  IV,  V,  VI,  VII. 

Both  Panasonic  TLDs  are  placed  in  an  ISA  model  830  with 
an  additional  640  mg/cm^  over  elements  3  and  4. 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  0525 

OMAHA  PUBLIC  POWER  DISTRICT 

Fort  Calhoun  Station,  P.O.  Box  399,  Highway  75 

Fort  Calhoun,  NE  68023-0399 

Richard  J.  Sexton     Phone:  402-533-7151 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  model  UD716A  reader. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802AT2  in  an  ISA  model  830 
hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
and  VIII. 


NVLAP  LAB  CODE  0526 

WOLF  CREEK  NUCLEAR  OPERATING  CORPORATION 
P.O.  Box  411,  Burlington,  KS  66839 
Thomas  A.  Conley      Phone:  316-364-8831 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802  ASl  in  an  ISA  model  820  for 
ANSI-N13.il  categories  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0528 

TEXAS  UTILITIES  ELECTRIC  COMPANY 
P.O.  Box  2300,  Glen  Rose,  TX  76043-1147 
Robert  J.  Prince      Phone:  817-897-5703 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AT  in  an  ISA  model  810 
holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 

Panasonic  TLD  model  UD802-AT  in  a  model  810  holder 
with  cd  over  elements  1  &  2  for  ANSI-N13.il  category  VIII. 


NVLAP  LAB  CODE  0529 

DETROIT  EDISON  COMPANY 
FERMI  2  DOSIMETRY  LABORATORY 

6400  North  Dixie  Highway,  250  AIB 
Newport,  MI  48166 

Ronald  Gillmore    Phone:  313-586-5312 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13. 11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  UD854A 
hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0530 

ENTERGY  OPERATIONS,  INC. 

P.O.  Box  B,  Kiilona,  LA  70066-0751 

Ronald  C.  McLendon      Phone:  504-464-3269 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  model 
UD854  holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V, 
VI,  VII,  VIII. 


NVLAP  LAB  CODE  0531 

PUBLIC  SERVICE  ELECTRIC  AND  GAS  COMPANY 
NUCLEAR  DEPARTMENT 
RADIATION  PROTECTION  SERVICES 
P.O.  Box  236,  Hancocks  Bridge,  NJ  08038 
Mark  Simpson     Phone:  609-339-2468 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through  em- 
ploying a  Panasonic  Automatic  reader  model  UD710. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with  ANSI- 
N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  an  ISA  model  820 
hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII. 

Panasonic  TLD  combination  of  UD802-AS/UD809-AS  in  a 
Panasonic  UD887-AS  hanger  for  ANSI-N13.il  category 
VI H. 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  0532 

SIEMENS  GAMMASONICS,  INC. 

Health  Physics  Services 

2501  Barrington  Road 

Hoffman  Estates,  IL  60195-7372 

Thomas  R.  Ohlhaber     Phone:  708-304-7296 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  Atlas  reader  and  Manual  film  process- 
ing using  a  custom  densitometer. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Siemens  TLD  (3  TLD  100,  LiF.  chips)  for  ANSI-N13.il 
categories  I,  II,  III,  IV,  V,  VI  VII. 

Siemens  Film  Badge  (Kodak  Type  3,)  for  ANSI-N13.il 
categories  II,  III,  IV,  V,  VI,  VII. 

Siemens  Film  Badge  (Kodak  Type  3  with  CR39)  for 
ANSI-N13.il  category  VIII. 


NVLAP  LAB  CODE  0533 

TELEDYNE  ISOTOPES 

50  Van  Buren  Avenue,  Westwood,  NJ  07675 
Don  W.  Gill      Phone:  201-664-7070 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  Teledyne  Automatic  reader  model  9150. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Teledyne  TLD  model  PB5  for  ANSI-N13.il  categories  I,  II, 
III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0534 

GULF  STATES  UTILITIES  -  RIVER  BEND  STATION 

Radiological  Health  Group 

P.O.  Box  220,  Highway  61,  Access  Road 

St.  Francisville,  LA  70775 

David  N.  Fauver     Phone:  504-635-6094 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Pansonic  TLD  model  UD802  in  a  UD874A-T  holder  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0535 

ENTERGY  OPERATIONS,  INC.  (ANO) 
Rt.  #3,  Box  137G,  Russellville,  AR  72801 
Robert  E.  Green     Phone:  501-964-7640 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AT  in  a  Panasonic  874A 
holder  for  ANSI-N13.il  categories  I,  U,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0536 

ARIZONA  PUBLIC  SERVICE  COMPANY 

PALO  VERDE  NUCLEAR  GENERATING  STATION 

P.O.  Box  52034,  Station  6985 

Phoenix,  AZ  85072-2034 

Kathy  B.  Contois     Phone:  602-393-3659 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD812-AS5  in  a  custom  holder 
(open  window  element  1,  160  mg/cm^  plastic  over  elements 
2,3,4)  for  ANSI-N13.il  categories  I,  II,  in,  IV,  V,  VI,  VII. 

Panasonic  TLD  combination  UD809-A  in  a  Panasonic 
UD885  holder  and  a  UD812  as  described  above  for 
ANSI-N13.il  category  VIII. 


NVLAP  LAB  CODE  0537 

PACIFIC  GAS  AND  ELECTRIC  COMPANY 
DIABLO  CANYON  POWER  PLANT 

P.  O.  Box  56,  Avila  Beach,  CA  93424 
Joel  H.  White     Phone:  805-595-4436 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  UD875AT 
holder  for  ANSI-N13.il  categories  II,  III,  IV,  V,  VI,  VII. 

Combination  Panasonic  TLD  model  UD813-AS8/802-AS  in 
a  Panasonic  UD885AT  holder  for  ANSI-N13.il  category 
VIII. 

Panasonic  TLD  model  UD808-AS  in  a  Panasonic 
UD879-AT  holder  for  ANSI-N13.il  categories  V,  VII. 
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NVLAP  LAB  CODE  0538 

CON  EDISON  INDIAN  POINT  STATION 

Broadway  and  Bleakley  Avenue,  Buchanan,  NY  10511 
Richard  J.  Martucci      Phone:  914-526-5250 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  hsted  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  an  ISA  820  holder  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0539 

U.S.  ARMY  IONIZING  RADIATION  DOSIMETRY 
CENTER 

Attn:  AMXTM-S-LR-D,  Lexington,  KY  40511-5102 
A.  Edward  Abney      Phone:  606-293-3249 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Panasonic  Model  710  reader. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  Model  UD802-AS  in  a  Panasonic 
UD-874A-T  holder  for  ANSI-N13.il  categories  I,  II,  III,  IV, 
V,  VI  VII,  VIII. 


NVLAP  LAB  CODE  0540 

NORTHEAST  UTILITIES  SERVICE  COMPANY 
RADIOLOGICAL  ASSESSMENT  BRANCH 
107  Selden  Street,  Berlin,  CT  06037 
Reginald  C.  Rodgers     Phone:  203-665-5655 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  model  8800  TLD  workstation. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Harshaw  TLD  card  (3  TLD  700,  1  TLD  600  chips)  in  a 
Harshaw  Holder  for  ANSI-N13-11  categories  I,  II,  III,  IV, 
V,  VI,  VII,  and  VIII. 


NVLAP  LAB  CODE  0541 

COMMONWEALTH  EDISON  COMPANY 

72  West  Adams  Street,  Room  1237 
Chicago,  IL  60603 

Marcia  T.  Lesniak    Phone:  312-294-8152 
Accreditation  Renewal  Date:  January  1,  1992 


Byron  Station 
Braidwood  Station 
Dresden  Station 
Quad  Cities  Station 
Zion  Station 
LaSalle  Station 

These  facilities  listed  have  been  evaluated  and  deemed 
competent  to  process  the  radiation  dosimeter  listed  below 
through  employing  a  Panasonic  Automatic  reader  model 
UD710A. 

These  facilities  are  accredited  to  process  the  following 
dosimeter  by  virtue  of  actual  demonstration  of  compliance 
with  ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802AS  in  a  UD874A-T  hanger  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0542 

ARIZONA  STATE  UNIVERSITY 
RADLVTION  MEASUREMENTS  FACILITY 
College  of  Engineering  and  Applied  Sciences 
Tempe,  AZ  85287-5706 
G.  William  Klingler     Phone:  602-965-1065 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  a  limited  number  (approximately  500  per  year)  of 
the  radiation  dosimeter  listed  below  through  employing  a 
Panasonic  Automatic  reader  model  UD710A. 
This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802AO  in  a  UD874A  holder  for 
ANSI-N13.il  categories  III,  IV,  V,  VI,  VII. 


NVLAP  LAB  CODE  0543 

NEW  HAMPSHIRE  YANKEE 
SEABROOK  STATION 

P.O.  Box  300,  Route  1,  Seabrook,  NH  03874 
Eric  L.  Darois     Phone:  603-474-9574 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A  or 
manual  reader  UD702E. 

The  above  named  main  facility  is  accredited  to  process  the 
following  dosimeters  by  virtue  of  actual  demonstration  of 
compliance  with  ANSI-N13. 11-1983  through  testing. 

Panasonic  TLD  model  UD813AS5  in  a  clamshell  holder 
(3,  3,  200,  200  mg/cm^)  for  ANSI-N13.il  categories  I,  II,  III, 
IV,  V,  VI,  VII. 

Panasonic  TLD  combination  UD809AS  and  UD813AS5  in  a 
Panasonic  UD887A-T  (809-cd  shields,  200  mg/cm'  all 
elements  813-  3,  3,  200,  200  mg/cm^)  holder  for  ANSI- 
N13.il  category  VIII. 

The  following  is  included  as  a  sub-facility  for  emergency 
conditions  only,  using  a  Panasonic  manual  processor  model 
SD-7025: 

New  Hampshire  Yankee  Emergency  Operations  Facility 
Gosling  Road,  Newington,  NH 
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NVLAP  LAB  CODE  0544 

FLORIDA  POWER  &  LIGHT  COMPANY 
P.O.  Box  14000,  700  Universe  Blvd. 
Juno  Beach,  FL  33408-0420 
S.  C.  Perle     Phone:  407-694-4219 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  Automatic  reader  model  8000. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Harshaw  TLD  model  LG-7777  in  a  Type  80  BG  holder  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII  and 
Harshaw  TLD  model  L-NG7677  in  a  Type  80  BGN  holder 
for  ANSI-N13.il  category  VIII. 


NVLAP  LAB  CODE  0545 

WASHINGTON  PUBLIC  POWER  SUPPLY  SYSTEM 

P.O.  Box  968,  3000  George  Washington  Way 

Richland,  WA  99352-0968 

Ronald  L.  Wardlow     Phone:  509-377-8043 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  Teledyne  Automatic  reader  model  9100,  and 
Teledyne  Manual  reader  model  8300. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Teledyne  TLD  model  PB3  holder  with  CaS04  Beta/gamma 
card  and  6LiF/CaS04  Neutron  card  both  primary  and  back 
up  areas  for  ANSI-N13.il  categories  II,  IV,  V,  VII,  VIII. 


NVLAP  LAB  CODE  0546 

ENTERGY  OPERATIONS,  INC. 
GRAND  GULF  NUCLEAR  STATION 
P.O.  Box  756,  Port  Gibson,  MS  39150 
John  W.  Cotton       Phone:  601-437-2187 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802  in  a  Panasonic  model 
UD874A  holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V, 
VI,  VII,  VIII. 


NVLAP  LAB  CODE  0547 

SOUTH  CAROLINA  ELECTRIC  AND  GAS  COMPANY 

RADIOLOGICAL  ANALYTICAL  SERVICES 

V.C.  SUMMER  NUCLEAR  STATION 

P.O.  Box  88,  Mail  Code  P-40 

Jenkinsville,  SC  29065 

James  G.  Dinkins     Phone:  803-345-1915 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.il. 11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS  in  an  ISA  model  820 
hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI  VII, 
VIII. 


NVLAP  LAB  CODE  0548 

AIR  FORCE  OCCUPATIONAL  &  ENVIRONMENTAL 

HEALTH  LABORATORY,  RADUTION  DOSIMETRY 

BRANCH  (RZD) 

Brooks  AFB,  TX  78235-5501 

Dennis  R.  Armstrong    Phone:  512-536-2378 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD716A 
and  a  Harshaw  Automatic  reader  model  2276. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with  ANSI- 
N13.11-1983  through  testing. 

Harshaw  2  Element  TLD  model  BG  (2  TLD-100  chips)  for 
ANSI-N13.il  categories  III,  IV,  V,  VI,  VII. 

Panasonic  TLD  model  UD802AT  in  a  BG  holder  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 

Panasonic  TLD  model  UD802AT  in  a  Neutron  holder  for 
ANSI-N13.il  categories  IV,  VIII. 


NVLAP  LAB  CODE  0550 

PORTLAND  GENERAL  ELECTRIC  COMPANY 

71760  Columbia  River  Highway,  Rainier,  OR  97048 
Norman  C.  Dyer     Phone:  503-556-3713 

Accreditation  Renewal  Date;  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  Automatic  reader  model  2271  and  a 
manual  reader  model  2000. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Harshaw  TLD  Type  3G-777  or  L-G7777  in  a  Type  80  BG 
card  holder  for  ANSI-N13.il  categories  II,  III,  IV,  V,  VI, 
VII. 
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NVLAP  LAB  CODE  0551 

GEORGIA  POWER  COMPANY/ENVIRONMENTAL  LAB 
ENVIRONMENTAL  AFFAIRS  -  DOSIMETRY 

5131  Maner  Road,  Smyrna,  GA  30080 
Michael  C.  Nichols  Phone:404-799-2112 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.il  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  854A 
hanger  for  ANSI-N13.1 1-1983  categories  I,  II,  III,  IV,  V,  VI, 
VII,  VIII. 


NVLAP  LAB  CODE  0553 

NIAGARA  MOHAWK  POWER  CORPORATION 
NINE  MILE  POINT 

P.O.  Box  32,  Lake  Road,  Lycoming,  NY  13093 
Edward  C.  Gordon     Phone:  315-349-1312 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  model  UD702E. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.il  through  testing. 

Panasonic  TLD  model  UD802-AS  in  a  Panasonic  UD874A-T 
hanger  for  ANSI-N13.1 1-1983  categories  I,  II,  III,  IV,  V,  VI, 
VII,  VIII. 


NVLAP  LAB  CODE  0554 

PENNSYLVANIA  POWER  AND  LIGHT  COMPANY 
Two  North  Ninth  Street,  Allentown,  PA  18101-1179 
Stephen  Ingram     Phone:  215-774-7892 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through  em- 
ploying a  Panasonic  Automatic  reader  model  UD710A  and 
Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS1  in  a  Panasonic  UD874 
hanger  for  ANSI-N13.il  categories  II,  III,  IV,  V,  VI,  VII. 


NVLAP  LAB  CODE  0555 

ICN  DOSIMETRY  SERVICE 

DIVISION  OF  ICN  BIOMEDICALS,  INC. 

3300  Hyland  Avenue,  ICN  Plaza 

Costa  Mesa,  CA  92626 

Sandra  M.  Nemecek     Phone:  714-545-0100 

Accreditation  Renewal  Date:  July  1,  1991 


This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  thorugh 
employing  a  Panasonic  Automatic  reader  model  UD710A 
for  TLD  processing  and  manual  developing  techniques  and  a 
Macbeth  densitometer  for  film  processing. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virture  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

TLD  model  ICN  802  for  ANSI-N13.il  categories  I,  II,  III, 
IV,  V,  VI,  VII. 

TLD  Model  ICN  802N  for  ANSI-N13.il  category  VIII. 

ICN  Model  T2  (Kodak  type  II  film)  for  ANSI-N13.il 
categories  I,  II,  III,  IV,  V,  VI,  VII. 

ICN  Model  T2X  (Kodak  type  II  film)  for  ANSI-N13.il 
categories  I,  III. 

ICN  Model  T6  (Kodak  type  II  film)  for  ANSI  N13.il  cate- 
gories, I,  II,  III,  IV,  V,  VI,  VII. 


NVLAP  LAB  CODE  0556 

ATOMIC  ENERGY  INDUSTRIAL  LABORATORY 
OF  THE  SOUTHWEST,  INC. 

6421  South  Main  Street,  Houston,  TX  77030 
Steven  H.  Allen      Phone:  713-790-9719 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  Manual  film  processing  using  a  custom  densito- 
meter. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Film  Badge  (Kodak  Type  3Arype  A)  for  ANSI-N13.il 
categories  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0558 

LONG  ISLAND  LIGHTING  COMPANY 
SHOREHAM  NUCLEAR  POWER  STATION 

P.O.  Box  628,  Wading  River,  NY  11792 
George  Accattato    Phone:  516-929-8300 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802AS  in  a  UD854A  TLD  Badge 
Hanger  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0559 

TROXLER  RADIATION  MONITORING  SERVICES 
P.O.  Box  12057,  3008  Cornwallis  Rd. 
Research  Triangle  Park,  NC  27709 
William  F.  Walker     Phone:  919-549-8661 

Accreditation  Renewal  Date:  July  1,  1991 
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This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with  ANSI- 
N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802  with  model  UD854  hanger 
for  ANSI-N13.il  category  I,  II,  III,  IV,  V,  VI,  VII,  VIII. 


NVLAP  LAB  CODE  0560 

GENERAL  DYNAMICS 

Electric  Boat  Division/Radiological  Control  Dept. 
75  Eastern  Point  Road,  Groton,  CT  06340-4909 
Robert  R.  Lavimoniere     Phone:  203-433-2371 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  Manual  reader  model  4000. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

CaFj  Bulb  Dosimeter  for  ANSI-N13.il  category  IV. 

The  following  site  is  included  in  the  accreditation  as  a  sub- 
facility of  the  above  listed  main  facility,  to  perform  process- 
ing with  the  same  equipment  for  the  same  dosimeter  in  the 
same  category. 

Knolls  Atomic  Power  Laboratory,  West  Milton,  NY. 


NVLAP  LAB  CODE  0561 

NEWPORT  NEWS  SHIPBUILDING 

Radiological  Control  Dept.  (E85) 

4101  Washington  Avenue,  Newport  News,  VA  23607 

C.  T.  Hill     Phone:  804-380-2369 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Harshaw  Automatic  reader  model  8000C. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Harshaw  TLD  model  BG  (2  TLD  700,  1  TLD  600)  in  a 
Harshaw/Filtrol  cardholder  for  ANSI-N13.il  category  IV. 


NVLAP  LAB  CODE  0562 

TAIWAN  POWER  COMPANY 
RADIATION  LABORATORY 

P.O.  Box  7,  Shinmen,  Taipei  * 
Taiwan,  25302  REPUBLIC  OF  CHINA 
C.  T.  Shen        Phone:  02-638-1391 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  either  a  Panasonic  Automatic  reader  model 
UD710A  or  a  Harshaw  2276  reader. 


This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

KP-802-Panasonic  TLD  model  UD802  for  ANSI-N13.il 
category  IV. 

HG-777-Harshaw  3  chip  card  (3  TLD  700)  for  ANSI-N13.il 
categories  I,  II,  III,  IV,  V,  VI,  VII. 

HN-67-Harshaw  2  chip  card  (1  TLD  600,  1  TLD  700)  for 
ANSI-N13.il  category  VIIL 


NVLAP  LAB  CODE  0563 

COMBUSTION  ENGINEERING,  INC. 

P.O.  Box  500,  1000  Prospect  Hill  Road 

Windsor,  Cr  06095-0500  /, 

Stephen  M.  Sorensen     Phone:  203-285-5285 

Accreditation  Renewal  Date:  October  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A 
and  Panasonic  Manual  reader  UD702A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13. 11-1983  through  testing. 

Panasonic  TLD  model  UD802-AS2  in  a  Panasonic 
UD874-AT  holder  for  ANSI-N13.il  categories  II  &  VII. 


NVLAP  LAB  CODE  0564 

D.  C.  COOK  DOSIMETRY  LABORATORY 

One  Cook  Place,  Bridgman,  MI  49106 
John  G.  Cassidy     Phone:  616-465-5901 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.11-1983  through  testing. 

Panasonic  TLD  model  UD802AT  with  model  UD854  hanger 
for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII. 


NVLAP  LAB  CODE  0565 

NAVAL  NUCLEAR  PROPULSION  PROGRAM 
DIRECTORATE 

Department  of  the  Navy,  Washington,  DC  20362-5101 
D.  A.  Corey    Phone:  206-476-3596 

Accreditation  Renewal  Date:  April  1,  1991 

The  facility  listed  has  been  evaluated  as  a  representative  site 
and  deemed  competent  to  process  the  radiation  dosimeter 
listed  below  through  employing  a  Radiac  Computer- 
Indicator  Model  No.  CP-1112/PD  TLD  reader. 

Puget  Sound  Naval  Shipyard 

Radiation  Health  Division  (Code  105.5),  Bremerton, 
WA  98314-5000 
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This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

CaF2  Bulb  Dosimeter  (DT-526/PD)  for  ANSI-N13.il 
categories  II,  IV. 

The  accreditation  is  also  extended  to  include  all  processing 
performed  by  other  facilities  in  the  Naval  Nuclear  Propul- 
sion Program  which  use  identical  equipment  and  procedures 
as  listed  above. 


NVLAP  LAB  CODE  0567 

HEALTH  PHYSICS  NORTHWEST,  INC. 

11535  S.W.  67th 

Tigard,  OR  97223 

Carol  Hall  Phone:503-620-6617 

Accreditation  Renewal  Date:  July  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  automatic  reader  model  UD716. 

This  facility  is  accredited  to  process  the  following  dosimeters 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802-AT2  in  a  ISA  83IV  holder  for 
ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII  and  VIII. 


This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Type  3  TLD  Card  in  a  Harshaw  model  80  Holder  for 
ANSI-N13.il  categories  II,  IV,  V,  and  VII. 

The  following  site  is  included  in  the  accreditation  as  a 
sub-facility  of  the  above  listed  main  facility.  This  sub-facility 
is  accredited  by  virtue  of  using  identical  equipment  and 
procedures  as  indicated  above. 

Westinghouse  Electric  Corporation 
Nuclear  Services  Division 
Interstate  26  and  New  Cut  Road 
Spartanburg,  SC  29303 


NVLAP  LAB  CODE  0568 


PHILADELPHIA  ELECTRIC  COMPANY 
P.O.  Box  650,  1111  Old  Eagle  School  Road 
Valley  Forge,  PA  19482-0650 
John  R.  McFadden     Phone:  215-971-7204 

Accreditation  Renewal  Date:  January  1,  1992 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeter  listed  below  through 
employing  a  Panasonic  Automatic  reader  model  UD710A. 

This  facility  is  accredited  to  process  the  following  dosimeter 
by  virtue  of  actual  demonstration  of  compliance  with 
ANSI-N13.1 1-1983  through  testing. 

Panasonic  TLD  model  UD802  AT2  in  an  ISA  style  83 lU 
holder  for  ANSI-N13.il  categories  I,  II,  III,  IV,  V,  VI,  VII, 
VIII. 


NVLAP  LAB  CODE  0569 

WESTINGHOUSE  ELECTRIC  CORPORATION 

NUCLEAR  SERVICES  DIVISION -TLD  LABORATORY 

P.O.  Box  158,  Route  70,  Madison  Exit 

Madison,  PA  15663-0158 

Barbara  Baker  Lim     Phone:  412-722-5937 

Accreditation  Renewal  Date:  April  1,  1991 

This  facility  has  been  evaluated  and  deemed  competent  to 
process  the  radiation  dosimeters  listed  below  through 
employing  a  Harshaw  Automatic  reader  model  2271. 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


ASBESTOS  FIBER  ANALYSIS  TEST  METHOD  DESIGNATIONS 


The  following  laboratories  (laboratories  with  lab  code  numbers  greater  than  1000)  are  accredited  for  one  or 
both  of  the  test  methods  described  below: 

NVLAP  Code         Program  Title/Test  Method  Designation 

18/AOl  BULK  ASBESTOS  FIBER  ANALYSIS  (PLM) 

40  Code  of  Federal  Regulations  Chapter  I  (1-1-87  edition)  Part  763,  Subpart  F, 
Appendix  A  or  the  current  U.S.  Environmental  Protection  Agency  method  for 
the  analysis  of  asbestos  in  building  materials  by  polarized  light  microscopy. 

18/A02  AIRBORNE  ASBESTOS  FIBER  ANALYSIS  (TEM) 

40  Code  of  Federal  Regulations  Chapter  I  (1-1-87  edition)  Part  763,  Subpart  E, 
Appendix  A  or  the  current  U.S.  Environmental  Protection  Agency  TEM 
method  for  the  determination  of  completion  of  response  actions  for  asbestos. 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1001 

GEO-ENVIRONMENTAL  SERVICES,  INC. 

130  West  Wieuca  Road,  Suite  108 

Atlanta,  GA  30342-3250 

Lawrence  H.  Tseng  (PLM)/ 

John  T.  Razzolini  (TEM)     Phone:  404-256-6437 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


ISfVLAP  LAB  CODE  1002 

R.C.G.  BOCES  ENVIRONMENTAL  LABORATORY 

Brookview  Road 

P.O.  Box  26  t 

Brookview,  NY  12026 

Rajender  Abraham    Phone:  518-732-4116 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1005 

INDUSTRLVL  AND  ENVIRONMENTAL 

ANALYSTS,  INC.  MASSACHUSETTS 

149  Rangeway  Road 

Billerica,  MA  01862 

Robert  L.  MacDonald  (PLM)/ 

Drew  Killius  (TEM)     Phone:  617-272-5212 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1006 

ADVANCED  INDUSTRL\L  HYGIENE  SERVICES,  INC. 

2131  S.W.  2nd  Ave. 

Miami,  FL  33129-1411 

Bruce  E.  Marchette     Phone:  305-854-7554 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1003 

I  TEM,  LTD. 

5300  Westview  Drive 

Building  200 

Frederick,  MD  21701 

Jorge  G.  Rangel,  Jr.  (PLM)/ 

Thomas  Jameson  (TEM)     Phone:  301-846-0250 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1004  00 

ANALYTICS  LABORATORY 

1415  Rhoadmiller  Street 

P.O.  Box  25249 

Richmond,  VA  23260-2524 

James  A.  Calpin     Phone:  804-353-8973 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1004  01 

ANALYTICS  LABORATORY 
6432-B  General  Green  Way 
Alexandria,  VA  22312 

Karen  Messner     Phone:703-658-0100  -,  . 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1004  02 

ANALYTICS  LABORATORY 

1020  Independence  Boulevard,  Suite  210 

Virginia  Beach,  VA  23455 

Christie  Buie     Phone:  804-460-6004 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1007 

AFFILLVTED  ENVIRONMENTAL  SERVICES,  INC. 

3606  Venice  Road 

Sandusky,  OH  44870 

Don  Dauch     Phone:  419-627-1976 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1008 

TRI-STATE  LABORATORIES,  INC. 

19  East  Front  Street 

Youngstown,  OH  44503-1420 

Bari  Lateef    Phone:  216-746-8800 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1011  00 

HYGEIA  ENVIRONMENTAL  LABORATORIES,  INC. 

303  Bear  Hill  Road 

Waltham,  MA  02154 

John  R.  Pilling    Phone:  617-890-4999 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1011  01 

HYGEIA  ENVIRONMENTAL  LABORATORIES,  INC. 

276  Fifth  Avenue,  Suite  503 
New  York,  NY  10001 

Marianna  J.  Thorpe     Phone:  212-545-7822 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1011  02 

HYGEIA  ENVIRONMENTAL  LABORATORIES,  INC. 

430  Catherine  Street 
Utica,  NY  13501 

Francis  S.  Zimmer    Phone:  315-733-6925 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1012  00 

DIXON  INFORMATION  INC. 

78  West  2400  South 

South  Salt  Laice,  UT  84115 

Willard  C.  Dixon    Phone:  801-486-0800 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1012  01 

DIXON  INFORMATION  INC. -MOBILE 

78  West  2400  South 

South  Salt  Lake,  UT  84115 

Willard  C.  Dixon     Phone:  801-486-0800 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1014 

AIRES  ENVIRONMENTAL  SERVICES,  LIMITED 

1550  Hubbard 
Batavia.  IL  60510 

Cynthia  Darling    Phone:  708-879-3006 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1015 

ANALYTICAL  TESTING  SERVICES,  INC. 

27  Thurber  Boulevard 

Smithfield,  RI  02917-1859 

Robert  F.  Weisberg    Phone:  401-232-1420 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1016 

ALERT  LABORATORY 

1900  West  47th  Place,  Suite  101 
Westwood,  KS  66205 

William  G.  Garies    Phone:  913-831-4516 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1018 

HARMON  ENGINEERING  ASSOCL\TES,  INC. 

1550  Pumphrey  Avenue 

Auburn,  AL  36830-4399 

Emil  Studinka,  Jr.     Phone:  205-821-9250 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1019 

ELECTRO-ANALYTICAL,  INC. 

7118  Industrial  Park  Blvd. 

Mentor,  OH  44060-5377 

Robert  B.  Owen     Phone:  216-951-3514 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1021 

SPECLVLIZED  ASSAYS,  INC. 

210  12th  Avenue  S. 

Nashville,  TN  37203 

Kay  W.  Smith     Phone:  615-255-5786 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1022  00 

CHART  SERVICES,  LTD. 

4725  Merle  Hay  Road 
Des  Moines,  lA  50322 
Mary  A.  Finn     Phone:  515-276-3642 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1022  01 

CHART  SERVICES,  LTD. 
12616  W.  62nd  Terrace,  Suite  118 
P.O.  Box  14 
Shawnee,  KS  66216 

Robert  Bornkessel     Phone:  913-268-0715 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1022  02 

CHART  SERVICES,  LTD.  ly: 
7912  Davenport  Street  ,    i  . 

Omaha,  NE  68114  .  .  , 

Scott  Rhen     Phone:  402-393-0155 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1023 

FREE-COL  LABORATORIES,  INC. 

P.O.  Box  557,  Cotton  Road 

Meadville,  PA  16335-0557 

Diane  Alexatos  Tracy    Phone:  814-724-6242 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1024 

AMERICAN  ANALYTICAL  LABORATORIES,  INC. 

840  South  Main  Street 
Akron,  OH  44311-1516 
David  A.  Rodriguez    Phone:  216-535-1300 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1025 

SHELBURNE  LABORATORIES 

400  Hingham  Street 
Rockland,  MA  02370 

Robert  J.  Emerson     Phone:  617-871-9780 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1026  00 

AIR  QUALITY  TESTING,  INC. 

236  S.  Washington  St. 

Napervilie,  IL  60540  'V  ' 

J.  Scott  Ratliff    Phone:  708-983-4010  /  , 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1026  01 

AIR  QUALITY,  INC. 

1630  Fifth  Avenue  ''  ^i^-'  • 

Moline,  IL  61265 

James  Stewart     Phone:  309-762-1998 


NVLAP  LAB  CODE  1028 

CBC  ENVIRONMENTAL  SERVICES 

140  E.  Ryan  Road 

Oak  Creek,  WI  53154 

Kae  Donlevy    Phone:  414-764-7005 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1030  00 

DETAIL  ASSOCLVTES,  INC. 

300  Grand  Street 

Engelwood,  NJ  07631 

Ping  J.  Chen    Phone:  201-569-6708 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1031 

nBERQUANT,  INC. 

4824-B  South  35th  St. 
Phoenix,  AZ  85040 

Larry  S.  Pierce    Phone:  602-276-6139 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1032 

BATTA  ENVIRONMENTAL  ASSOCIATES  INC. 
Delaware  Industrial  Park 
6  Garfield  Way 

Newark,  DE  19713-3540  j 
Naresh  C.  Batta  (PLM)/ 

Randall  Meadows  (TEM)     Phone:  302-737-3376 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1033 

DELISLE  LABORATORIES  INC. 
8225  Moorsbridge  Road 
Portage,  MI  49002 

E.  Bradford  Shook     Phone:  616-324-0307 
PLM  Renewal  Date:  April  1,  1991 


PLM  Renewal  Date:  July  1,  1991  •        ..:■.-.'..[. 'r^ 


1991  NVLAP  DIRECTORY  -  Page  113 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1034 

ENVIRONMENTAL  HEALTH  LABORATORY 

94  Murphy  Road 

Hartford,  CT  06114 

James  Kenny    Phone:  203-522-3814 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1035  00 

MICROBAC  LABORATORIES,  INC. 
ERIE  TESTING  DIVISION 

1962  Wager  Road 
Erie,  PA  16509 

Michael  B.  McElhinny    Phone:  814-825-8533 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1039 

CARNOW,  CONIBEAR  &  ASSOCIATES,  LTD. 

333  West  Wacker  Drive,  Suite  1400 
Chicago,  IL  60606 

Mark  E.  Palenik    Phone:  312-782-4486 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1041 

J.  M.  COHEN,  INC. 

155  Bovet  Road,  Suite  300 

San  Mateo,  CA  94402 

Joel  M.  Cohen     Phone:  415-349-9737 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1035  02 

MICROBAC  MID-ATLANTIC 

12650  McManus  Blvd.,  Suite  #4 
Newport  News,  VA  23602 

Michelle  Minshew-Wagner     Phone:  804-874-4930 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1042 

DENNISON  ENVIRONMENTAL,  INC. 

74  Commerce  Way 
Woburn,  MA  01801 

Jane  E.  Dennison     Phone:  617-932-9400 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1036 

AMOCO  OIL  COMPANY 

MANDAN  REFINERY  BULK  ASBESTOS  LABORATORY 

P.O.  Box  5000 
Mandan,  ND  58554 

Mark  A.  Vandersall     Phone:  701-667-2464 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1037 

MICROSCOPIC  ANALYSIS,  INC. 

989  Gardenview  Office  Parkway 

St.  Louis,  MO  63141-5917 

Douglas  N.  Nimmo     Phone:  314-993-2212 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1038 

NATIONAL  ASBESTOS  LABORATORIES,  INC. 

2235  Polvorosa  Ave.,  Suite  220 

San  Leandro,  CA  94577 

Kevin  Smith     Phone:  415-357-9555 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1046 

USAF  OCCUPATIONAL  &  ENVIRO.  HEALTH  LAB. 
ANALYTICAL  SERVICES  DIVISION 
Building  140 

Brooks  Air  Force  Base,  TX  78235-5501 
Russell  J.  Meiling    Phone:  512-536-3626 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1047  00 

WESTINGHOUSE  ENVIRONMENTAL  AND 

CEOTECHNICAL  SERVICES,  INC. 

P.O.  Box  1551,  840  Low  Country  Boulevard 

Mt.  Pleasant,  SC  29465-1551 

Alan  M.  Segrave     Phone:  803-884-0005 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1047  02 

WESTINGHOUSE  ENVIRONMENTAL  AND 

CEOTECHNICAL  SERVICES,  INC. 

P.O.  Box  7668 

Charlotte,  NC  28241-7668 

Chris  Hartzell     Phone:  704-523-4726 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


N\TAP  LAB  CODE  1047  03 

WESTINGHOUSE  ENMRONMENTAL  AND 
GEOTECHNICAL  SERVICES,  INC. 
Ill  Kelsey  Lane,  Suite  B 
Tampa,  FL  33619 

Mark  Klawinski     Phone:  813-623-2438  -•  .  _ 

PLM  Renewal  Date:  April  1,  1991  .; , 


NVT-AP  LAB  CODE  1047  06 

WESTINGHOUSE  ENVIRONMENTAL  AND 
GEOTECHNICAL  SERVICES,  INC. 

3980  DeKalb  Technology  Pkwy,  Suite  700 
Atlanta,  GA  30340 

Jim  Caldcleugh    Phone:  404-458-9309 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1047  07 

WESTINGHOUSE  ENVIRONMENTAL  AND 
GEOTECHNICAL  SERVICES,  INC. 

370  S.  North  Lake  Boulevard,  Suite  1028 

Altamonte  Springs,  FL  32701 

David  Heather    Phone:  407-331-5967 

PLM  Renewal  Date:  April  1,  1991 


NVTAP  LAB  CODE  104«  00 
ELECTRON-MICROSCOPY  SERVICE 

LABORATORIES,  INC.  > 

108  Haddon  Avenue 

Westmont,  NJ  08108 

Bruce  Faulseit  (PLM)/ 

Peter  Frasca  (TEM)     Phone:  609-858-4800 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  104«  01 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

1800  Peachtree  St.  NW,  Suite  305 
Atlanta,  GA  30309 

John  Scarano     Phone:  404-355-4046 

PLM  Renewal  Date:  April  1,  1991 

TEM  Renewal  Date:  July  1,  1991  ^ 


xWTAP  LAB  CODE  1048  02 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

1056  Stelton  Rd. 

Piscataway,  NJ  08854  •  .        ,  " 

John  Megill     Phone:  201-981-0550 

TEM  Renewal  Date:  Julv  1,  1991 


NVLAP  LAB  CODE  1048  03 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

1720  S.  Amphlett  Blvd.,  Suite  130 

San  Mateo,  CA  94402 

Victoria  R.  Credle     Phone:  415-570-5401 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1048  04 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

212  S.  Wagner  Rd. 
Ann  Arbor,  MI  48103 

Hildegarde  Hohnke     Phone:  313-668-6810 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1048  OS 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

2  DeAngelo  Drive 

Bedford,  MA  01730 

Karen  Rock     Phone:  617-275-7080 

TEM  Renewal  Date:  July  1,  1991 


NVTAP  LAB  CODE  1048  06 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

1440  Maple  Avenue  , 
Lisle,  IL  60532 

Bruce  Persky    Phone:  708-241-1901 
TEM  Renewal  Date:  July  1,  1991 


NVL.AP  LAB  CODE  1048  07 

ELECTRON-MICROSCOPY  SERVICE 
LABORATORIES,  INC. 

8401  Corporate  Drive,  Suite  140 
Landover,  MD  20785 

Randall  L.  Meadows     Phone:  301-459-8776 
PLM  Renewal  Date:  Januarv'  1,  1992 


NVLAP  LAB  CODE  1049 

AIRTECH  ASSOCLATES,  INC. 

1807  Hicks  Road.  Suite  D 

Rolling  Meadows,  IL  60008-1215  - 
Mark  S.  Watka     Phone:  708-934-4349 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVIAP  LAB  CODE  1050 

AZIMUTH,  INCORPORATED 

9229  University  Blvd. 

Charleston,  SC  29418 

Harriotte  A.  Hurley  (PLM)/ 

Charles  B.  Stoyle  (TEM)    Phone:  803-553-9456 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1051 

ACCREDITED  ENVIRONMENTAL 
TECHNOLOGIES,  INC. 

28  N.  Pennell  Road 
Media,  PA  19063 

Ann  F.  Speranzini     Phone:  215-891-0114 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1052 

GABRIEL  LABORATORIES,  LTD. 

1421  N.  Elston 
Chicago,  IL  60622 

Russell  G.  Winnie     Phone:  312-486-2123 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1053  00 

STANDARD  TESTING  &  ENGINEERING  COMPANY 

3400  N.  Lincoln  Blvd. 

Oklahoma  City,  OK  73105 

Donita  Moore     Phone:  405-528-0541 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1055  00 

ATEC  ASSOCIATES,  INC. 
INDUSTRIAL  HYGIENE  DIVISION 
8989  Herrmann  Drive 

Columbia,  MD  21045  .  Hi- 

Stacy  Johnson    Phone:  301-381-0232 

PLM  Renewal  Date:  April  1,  1991  ' 


NVLAP  LAB  CODE  1055  01 

ATEC  ASSOCIATES,  INC. 
2551  Eltham  Avenue,  Suite  Z 
Norfolk,  VA  23513 

Teresa  Pettruny    Phone:  804-857-6765 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1058  00 

HANFORD  ENVIRONMENTAL  HEALTH 
FOUNDATION/NHS,  INC. 

805  Goethals  Drive 

Richland,  WA  99352-3560 

Maureen  K.  Hamilton     Phone:  509-376-6980 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1058  01 

HANFORD  ENVIRONMENTAL  HEALTH 
FOUNDATION/NHS,  INC. 

2950C  George  Washington  Way 

Richland,  WA  99352-3560 

Maureen  K.  Hamilton     Phone:  509-943-0802 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1053  02 

STANDARD  TESTING  &  ENGINEERING  COMPANY 

660  Distributors  Row,  Suite  C 

Harahan,  LA  70123 

Larry  Braud     Phone:  504-734-8378 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1054 

ALLOWAY  TESTING 

1325  N.  Cole  St. 
Lima,  OH  45801 

John  R.  Hoffman     Phone:  419-223-1362 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1059  00 

PARTICLE  DIAGNOSTICS,  INC. 

1274  Morena  Boulevard 

San  Diego,  CA  92110 

Mark  S.  Floyd     Phone:  619-276-2200 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1060 

STILSON  LABORATORIES,  INC. 

170  N.  High  St. 

Columbus,  OH  43215-2487 

W.  Martin  Bell     Phone:  614-228-2900 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1061 

CHEMSCOPE,  INC. 
15  Moulthrop  St. 

P.O.  Box  389,  Fair  Haven  Station 

New  Haven,  CT  06513-0389 

Ronald  D.  Arena    Phone:  203-865-5605 

PLM  Renevi/al  Date:  April  1,  1991 


NVLAP  LAB  CODE  1069 

SEA,  EARTH,  &  AIR  ENVIRONMENTAL 

CONSULTANTS,  INC. 

6021  N.  Ridge  Avenue 

Chicago,  IL  60660 

Ines  Lauva    Phone:  312-973-7397 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1062 

DEYOR  LABORATORIES,  INC.  ^ 

7655  Market  Street,  Suite  2500 
P.O.  Box  3949 

Youngstown,  OH  44512-3949 

Edward  B.  Engel     Phone:  216-758-5788 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1063  00 

APPLIED  ENVIRONMENTAL  TESTING  LABS.,  INC 

2900  Chemblee  Tucker  Road 

Bldg.  #14,  Suite  200 

Atlanta,  GA  30341 

Ady  Padan    Phone:  404-451-8155 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1064  00 

ENVIRONMENTAL  CONSULTING  SERVICES,  INC. 

1259  Willamette  Street 

Eugene,  OR  97401-3578 

Sylvia  Harvey    Phone:  503-345-6790 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1070 

KEMRON  ENVIRONMENTAL  SERVICES,  INC. 

33  Walt  Whitman  Road 

Huntington  Sta.,  NY  11746 

Patricia  L.  Kirkland     Phone:  516-427-0950 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1071 

RICERCA,  INC. 

7528  Auburn  Road 
P.O.  Box  1000 
Painesville,  OH  44077 

Kathy  A.  Krutyholowa    Phone:  216-357-3342 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1072  00 

INDUSTRIAL  TESTING  LABORATORIES,  INC. 

2350  South  7th  Blvd. 
St.  Louis,  MO  63104 

William  J.  Lowry  Phone:314-771-7111 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1064  01 

ENVIRONMENTAL  CONSULTING  SERVICES,  INC. 

7150  SW  Fir  Loop 

Tigard,  OR  97223-8022 

Michael  Hauser    Phone:  503-624-5827 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1072  01 

ITL/BASCOR 

5960  North  Milwaukee  Avenue 
Chicago,  IL  60646 

Richard  Thompson     Phone:  312-792-9000 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1066 

LAW  ENGINEERING,  INC. 

800  Concourse  Parkway 

P.O.  Box  10244 

Birmingham,  AL  35202 

James  C.  Findlay    Phone:  205-733-7672 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1073 

WESTERN  TECHNOLOGIES  ASBESTOS  LABORATORY 

3737  East  Broadway  Road 

Phoenix,  AZ  85040 

AdelJ.  Assaf    Phone:  602-437-3737 

PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1074 

UNITED  STATES  TESTING  COMPANY,  INC. 

1415  Park  Avenue 
Hoboken,  NJ  07030 

Howard  Leemann     Phone:  201-792-2400 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1075 

MICRO-FIBER  LABORATORIES,  INC. 

605  Landwehr  Road 
Northbrook,  IL  60062 

Fred  J.  Vinciguerra     Phone:  708-498-4127 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1076 

CON-TEST,  INC. 

39  Spruce  Street 
P.O.  Box  591 

East  Longmeadow,  MA  01028 

Edward  Denson    Phone:  413-525-1198 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1077 

NET  ATLANTIC-TECHNICAL  SERVICES  DIV. 

5854  Butternut  Drive 

East  Syracuse,  NY  13057 

Jean  M.  O'Neill    Phone:  315-446-8795 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1078 

CHENANGO  ENVIRONMENTAL  LABORATORY 

300  North  Street 

Endicott,  NY  13760 

Chin  S.  Yang    Phone:  607-754-5500 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1079 

WAUSAU  INSURANCE  COMPANIES 
ENVIRONMENTAL  HEALTH  LABORATORY 

2000  Westwood  Drive 
Wausau,  WI  54401 

Thomas  Stavros    Phone:  715-842-6810 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1080 

OREGON  ANALYTICAL  LABORATORY 

14655  SW  Old  Schoils  Ferry  Road 

Beaverton,  OR  97007 

Suzanne  LeMay    Phone:  503-644-5300 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1081  00 

ATC  ENVIRONMENTAL,  INC. 
1515  East  Tenth  Street 
Sioux  Falls,  SD  57103-1721 
Tim  Wilkinson  (PLM)/ 

James  Burbach  (TEM)     Phone:  605-338-0555 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1081  01 

ATC  ENVIRONMENTAL,  INC. 

2600  West  29th  Avenue 
Denver,  CO  80211 

Dan  Benecke     Phone:  303-480-0209 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1082 

TECHNOLOGY  SERVING  PEOPLE,  INC. 

5373  West  Alabama,  Suite  450 
Houston,  TX  77056 

William  E.  Hurt,  Jr.     Phone:  713-621-9067 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1084 

LANCASTER  LABORATORIES,  INC. 

2425  New  Holland  Pike 

Lancaster,  PA  17601-5994 

M.  Louise  Hess    Phone:  717-656-2301 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1085 

TWIN  CITY  TESTING  CORPORATION 

662  Cromwell  Avenue,  Dock  #4 

St.  Paul,  MN  55114-1776 

Corlne  B.  Goodrich    Phone:  612-649-5509 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1086 

ANALYTICA  SOLUTIONS,  INC. 

18000  West  Highway  72 
Golden,  CO  80403-8299 
Kurt  J.  Finley  (PLM)/ 

Mark  A.  Steiner  (TEM)    Phone:  303-420-4449 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1087 

ENVIRONMENTAL  MONITORING  &  CONSULTING 

ASSOCUTES 

P.O.  Box  872 

Somerville,  NJ  08876 

Joel  Russell    Phone:  201-249-3005 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1088 

EEC,  INC. 

2245  North  Hills  Drive,  Suite  J 
Raleigh,  NC  27612 

Mike  Shrimanker    Phone:  919-782-8910 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1089 

MICROLAB  NORTHWEST 

7609  140th  Place  NE 
Redmond,  WA  98052 

Ernest  R.  Crutcher    Phone:  206-885-9419 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1090 

FAY  GOLDBLATT  LABORATORIES,  INC. 

5225  Old  Orchard  Road,  Suite  2 
Skokie,  IL  60077 

FayGoldblatt     Phone:  708-965-6333 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1091 

MAXIM  ENGINEERS,  INC.  i 

2342  Fabens 

Dallas,  TX  75229  ;  ;  "j.x  , 

Steven  V.  Moody    Phone:  214-247-7575 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1092 

ENVIRONMENTAL  ASPECS  INC. 
LABORATORY  SERVICES 
1527  N.  Dale  Mabry  Hwy.,  Suite  105 
Lutz,  FL  33549 

Jeffrey  R.  Hunt    Phone:  813-948-1387 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1093  00 

WASHINGTON  ANALYTICAL  LAB  OF  VA,  INC. 

4230-A  Lafayette  Center  Drive 
Chantiliy,  VA  22021 

R.  Hugh  Granger     Phone:  703-631-6868 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1093  01 

WASHINGTON  ANALYTICAL  LAB  OF  VA,  INC. 
MOBILE  UNIT 

4230-A  Lafayette  Center  Drive 
Chantiliy,  VA  22021 

R.  Hugh  Granger    Phone:  703-631-6868 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1095 

THERMO  ANALYTICAL  INC.,  TMA/ARLI 

160  Taylor  Street 

Monrovia,  CA  91016-4818 

Michelle  L.  Miller     Phone:  818-357-3247 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1096 

REED  ENVIRONMENTAL  SERVICES 

33  East  Seventh  Street 

Covington,  KY  41011 

Kenneth  P.  Reed     Phone:  606-431-6224 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1097  00 

ANALYTICAL  LABORATORY  FOR 
ENVIRONMENTAL  EXCELLENCE  INC. 

485  Frontage  Road 

Burr  Ridge,  IL  60521 

Erlo  Roth     Phone:  312-789-6080 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1098 

ASBESTOS  CONTROL  METHODS  INC. 

2010  South  Carboy  Road 

Mount  Prospect,  IL  60056 

Jeffery  C.  Camplin     Phone:  708-437-7999 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1102  03 

TESTWELL  CRAIG  LABORATORIES  OF  NJ,  INC, 

50  Passaic  Avenue 
Fairfield,  NJ  07006 
Kevin  Lovely    Phone:  201-882-8377 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1100 

NIOSH 

DIV.  OF  PHYSICAL  SCIENCES  &  ENGINEERING 

4676  Columbia  Parkway,  MS  R-2 

Cincinnati,  OH  45226-1998 

Philip  J.  Bierbaum    Phone:  513-841-4321 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1101 

INDEPENDENT  ASBESTOS  LABS,  INC. 

5900  Butternut  Drive 
P.O.  Box  96 

East  Syracuse,  NY  13057-8501 

Michael  D.  Wells    Phone:  315-437-1122 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  00 

TESTWELL  CRAIG  LABORATORIES,  INC. 

47  Hudson  Street 

Ossining,  NY  10562 

Marco  J.  Pedone  (PLM)/ 

Melvin  L.  Tiell  (TEM)     Phone:  914-762-9000 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1102  01 

TESTWELL  CRAIG  LABORATORIES  OF 
ALBANY,  INC. 

518  Clinton  Avenue 
Albany,  NY  12206 

Stanley  P.  Purzycki     Phone:  518-436-4114 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  02 

TESTWELL  CRAIG  LABORATORIES  OF  CT,  INC. 

21  Henry  Street 
Bethel,  CT  06801 

Ron  Racki  Phone:  203-743-7281 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  OS 

TESTWELL  CRAIG  LABS  OF  FLORIDA 

7104  Northwest  51st  Street 
Miami,  PL  33166 

Sergio  Adasme    Phone:  305-593-0561 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  06 

HAZARDOUS  WASTE  ENGINEERING  CONSULTANTS 

47  Hudson  Street 
Ossining,  NY  10562 

Marco  J.  Pedone     Phone:  914-762-9000 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  07 

TESTWELL  CRAIG  PETERS  TESTING  LABS.,  INC. 

6521A  Basile  Rowe 

East  Syracuse,  NY  13057 

George  Shaheen    Phone:  315-446-0088 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  08 

TESTWELL  CRAIG  TESTING  LABS.,  INC. 

565  East  Harding  Highway 

Mays  Landing,  NJ  08330 

John  Dupnock     Phone:  609-625-1700 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  09 

TESTWELL  CRAIG  MOBILE  LAB 

47  Hudson  Street 

Ossining,  NY  10562 

Thomas  Peter    Phone:  914-762-9000 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1102  10 

TESTWELL  CRAIG  LABORATORIES,  INC. 

12  Blanchard  Road 

Burlington,  MA  01803 

Tom  Gorham     Phone:  617-229-1180 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1102  11 

TESTWELL  CRAIG  LIU,  INC. 

18  South  Michigan  Avenue,  Suite  1100 
Chicago,  IL  60603 

Therese  Crossley    Phone:  312-641-0914 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1103 

CHATnELD  TECHNICAL  CONSULTING  LIMITED 

2071  Dickson  Road 

Mississauga,  Ontario 

L5B  1Y8,  CANADA 

Eric  J.  Chatfield    Phone:  416-896-7611 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1104  00 

BRIGGS  ASSOCUTES,  INC. 

400  Hingham  Street 
Rockland,  MA  02370 

Leanne  E.S.  Cobb    Phone:  617-871-6040 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1104  01 

BRIGGS  ASSOCL\TES,  INC. 
8325  Guilford  Road,  Suite  E 
Columbia,  MD  21046 

Steve  Lanham    Phone:  301-381-4434  ■  ' 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1104  03 

BRIGGS  ASSOCL\TES,  INC. 

4209  Vineland  Road,  Suite  J9  &  JIO 

Orlando,  FL  32811  .  : 

Paul  Riedel    Phone:  407-422-3522 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1106 

HAZCON,  INC. 

4636  East  Marginal  Way  South,  Suite  215 
Seattle,  WA  98134 

Patricia  Lukens     Phone:  206-763-7364 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1107 

ANALYTICAL  TESTING  &  CONSULTING  SERVICES 

5468  Holiday  Terrace 

Kalamazoo,  MI  49009 

Douglas  A.  Haase    Phone:  616-372-2210 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1109 

WISCONSIN  OCCUPATIONAL  HEALTH  LABORATORY 

979  Jonathon  Drive 
Madison,  WI  53713 

Douglas  J.  Dube    Phone:  608-263-6550 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1110 

ENVIRONMENTAL  INNOVATIONS  CORPORATION 

675  Hegenberger  Road,  Suite  1 10 

Oakland,  CA  94621 

Kip  Fout    Phone:  415-632-0140 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1111 

LOS  ANGELES  CITY,  DEPT.  OF  WATER  &  POWER 

P.O.  Box  111,  1630  N.  Main  St.,  Bldg.  7 

Los  Angeles,  CA  90051-0100 

Timothy  B.  Hemming    Phone:  213-481-6691 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1112 

SSM/LABORATORIES 

345  N.  Wyomissing  Blvd. 

P.O.  Box  6307 

Reading,  PA  19610-1112 

Elaine  J.  Edgcomb     Phone:  215-376-6581 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1113 

LAW  ASSOCUTES,  INC. 

114  Town  Park  Drive 

Kennesaw,  GA  30144-5508 

J.  Philip  Kyle     Phone:  404-499-6742 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1115 

ELB  &  ASSOCIATES,  INC. 

605  Eastowne  Drive 

Chapel  Hill,  NC  27514 

Steven  L.  Goode     Phone:  919-967-2228 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1116 

ENVIRONMENTAL  HEALTH  LABORATORY 

3920  Arkwright  Road 

P.O.  Box  9093 

Macon,  GA  31213-9093 

Jeanne  A.  Gibbs    Phone:  912-471-4544 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1122 

VERSAR  LABORATORIES,  INC. 

6850  Versar  Center 

Springfield,  VA  22151 

Marcie  Wilson     Phone:  703-750-3000 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1123 

ENVIROSCIENCES,  INC. 

187  N.  Church  St.,  #705 
Spartanburg,  SC  29301 

Andrew  G.  Schauder    Phone:  803-585-4900 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1125  00 

CLAYTON  ENVIRONMENTAL  CONSULTANTS,  INC. 
400  Chastain  Center  Blvd.,  Suite  490 
Kennesaw,  GA  30144 

Owen  S.  Crankshaw     Phone:  404-499-7500 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1125  01 

CLAYTON  ENVIRONMENTAL  CONSULTANTS,  INC. 
22345  Roethel  Drive 
Novi,  MI  48050 

Robert  Lieckfield  Phone:313-344-1770 

PLM  Renewal  Date:  April  1,  1991  k»  , 


NVLAP  LAB  CODE  1125  02 

CLAYTON  ENVIRONMENTAL  CONSULTANTS,  INC. 

Raritan  Center 

160  Fieldcrest  Avenue 

Edison,  NJ  08837 

Lee  Schumann     Phone:  201-225-6040 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1125  03 

CLAYTON  ENVIRONMENTAL  CONSULTANTS,  INC. 

1252  Quarry  Lane 
Pleasanton,  CA  94566 

Ron  Peters  Phone:  415-426-2600  ^ 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1127 

NEW  HAMPSHIRE  DIVISION  OF  PUBLIC  HEALTH 
PUBLIC  HEALTH  LABORATORY 

6  Hazen  Drive 
Concord,  NH  03301 

Frederick  L.  Langevin,  Jr.     Phone:  603-271-4657 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1128 

ENVIROSCIENCES,  INC. 

3810-F  Merton  Drive 
Raleigh,  NC  27609 

E.  Raymond  Childress    Phone:  919-782-6527 

PLM  Renewal  Date:  April  1,  1991  i-   :  i, 


NVLAP  LAB  CODE  1129 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

2955  South  West  Temple  St. 

Salt  Lake  City,  UT  84115 

Herbert  W.  Ritzman     Phone:  801-484-8827 

PLM  Renewal  Date:  April  1,  1991  ,  , 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVIAP  LAB  CODE  1130 

TEM,  INCORPORATED  -  \  < 

443  Duane  Street  '      '  . 

GlenEllyn,  IL  60137 

James  Tuinenga    Phone:  708-790-0880  ' 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1131 

PACE,  INCORPORATED  - 

DENVER  REGIONAL  OFTICE  J 

P.O.  Box  4012,  5930  Mclntyre  Street 

Golden,  CO  80401-4012 

Patricia  G.  Manning    Phone:  303-278-3400 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1132 

HAZCON,  INC. 

9500  SW  Barbur  Blvd.,  Suite  100 

Portland,  OR  97219 

Marilyn  Bull     Phone:  503-244-8045 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1133 

ALASKA  QUALITY  CONTROL  &  TECH.  SERV.  LTD 
PROFESSIONAL  ENGINEERING  &  TESTING  SERV. 

907  East  Dowling  Road,  Suite  18 

Anchorage,  AK  99518 

Gracita  O.  Torrijos    Phone:  907-561-2400 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1135 

MCKEE  ENVIRONMENTAL  HEALTH  SERVICES 

11114  Sagepark 
Houston,  TX  77089 

Ronald  S.  McKee  Phone:713-481-3501 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1136 

AMERICAN  MEDICAL  LABORATORIES,  INC. 
INDUSTRIAL  HYGIENE  DIVISION 

P.O.  Box  188,  11091  Main  Street 
Fairfax,  VA  22030-0188 
FrcdLGrunder  Phone:703-691-9100 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1136  01 

AMERICAN  MEDICAL  LABORATORIES,  INC. 

2000  Bremo  Road,  Suite  204 
Richmond,  VA  23226 

Steven  C.  Flournoy    Phone:  804-282-1324 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1138 

CHEM-RAY,  INC. 

12003  15th  Ave.,  N.E.,  #301 

Seattle,  WA  98125 

Jean  Ray    Phone:  206-368-8138 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1139  00 

INTERNATIONAL  TECHNOLOGY  ANALYTICAL 
SERVICES/P.E.L,  INC. 

11499  Chester  Road 
Cincinnati,  OH  45246 

Timothy  E.  Soward     Phone:  513-782-4687 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1139  01 

MICROANALYSIS  LABORATORY,  PEI/DFW 

2500  South  Service  Rd.  (Trailer  #12) 
DFW  Airport,  TX  75261-2383 
Julia  Teter     Phone:  214-574-1700 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1141 

ENVIRONMENTAL  EVALUATION  &  LAB  SVS.  INC. 

3410  E.  Cork  Street 

Kalamazoo,  MI  49001-4632 

A.  Clark  Kahn  III     Phone:  616-388-8099 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1143 

AMA  ANALYTICAL  SERVICES,  INC. 

4475  Forbes  Boulevard 
Lanham,  MD  20706 

Robert  M.  Powell     Phone:  301-459-2640 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1145 

RIVERSIDE  COUNTY  DEPARTMENT  OF  HEALTH 

P.O.  Box  7600 

Riverside,  CA  92513-7600 

William  D.  Redden     Phone:  714-358-5050 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1146 

NORWICH  LABORATORIES  INC. 

750  North  Pleasant  St. 

Amherst,  MA  01002 

Nina  Inchardi     Phone:  413-549-6884 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1147 

HYGIENETICS  ANALYTICAL  SERVICES,  INC. 

98  N.  Washington  Street 

Boston,  MA  02114 

Jack  Yee     Phone:  617-589-0660 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1151 

MICRO  ANALYTICAL  LABORATORIES,  INC. 

3618  NW  97th  Boulevard 

Gainesville,  FL  32606 

Nancy  Dehgan     Phone:  904-332-1701 

PLM  Renewal  Date:  April  1,  1991  ■^ 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1152  00 

LAW  ENGINEERING,  INC. 

5500  Guhn  Road 

Houston,  TX  77040 

Sandra  Rice     Phone:  713-939-7161 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1152  01 

LAW  ENGINEERING,  INC. 

4634  S.  36th  Place 
Phoenix,  AZ  85040 

Peter  Fleming    Phone:  602-437-0250  , 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1148 

MCCLELLAND  MANAGEMENT  SERVICES,  INC. 
6100  Hillcroft,  Suite  220 
P.O.  Box  100087 
Houston,  TX  77081 

Darryl  S.  Neldner    Phone:  713-995-9000 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1149 

E.  I.  DUPONT  DE  NEMOURS  &  COMPANY,  INC. 

CAPE  FEAR  PLANT-  PD 

P.O.  Box  2042 

Wilmington,  NC  28402 

Samuel  E.  McGowan     Phone:  919-371-5232 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1150 

SCHNEIDER  LABORATORIES,  INC. 

104  Berrington  Court  ♦ 

Richmond,  VA  23221-2702 

Raja  F.  Abouzaki     Phone:  804-353-6778 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1153 

TRI  ENVIRONMENTAL,  INC. 

9063  W.  Bee  Caves  Road 

Austin,  TX  78733-6201 

Diana  T.  Hohmann     Phone:  512-263-2101 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1155 

AMS-NATEC  ENVIRONMENTAL  SERVICES,  INC. 

14829  Proctor  Avenue 

City  of  Industry,  CA  91746 

Joseph  E.  Johnson     Phone:  818-961-4303 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1156 

ENVIRONETICS 

A  DIV.  OF  MANAGEMENT  KINETICS,  INC. 

9944  South  Roberts  Road,  Suite  202 

Palos  Hills,  IL  60465  i 

Frank  P.  DeFranza    Phone:  708-430-1112 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1157 

SUNBELT  ASSOCLVTES,  INC.   '  ' 
6961  Mayo  Blvd.  ■  '  ■> 

New  Orleans,  LA  70126  ' 
Gary  C.Allen     Phone:  504-242-5026 

PLM  Renewal  Date:  April  1,  1991  ' 


NVLAP  LAB  CODE  1158 

NORTHLAND  ENVIRONMENTAL  SERVICES,  INC. 

15  Park  Ridge  Drive,  Suite  114 

Stevens  Point,  WI  54481 

Robert  C.  Voborsky    Phone:  715-341-9699 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1159 

HEALTH  &  HYGIENE,  INC.       ,  ~ 

420  Gallimore  Dairy  Road 

Greensboro,  NC  27409 

Sharon  P.  Lonon    Phone:  919-854-2303 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1162 

INDUSTRIAL  COMPLLVNCE  SOUTH  CENTRAL,  INC. 
1450  Empire  Central,  Suite  116 
Dallas,  TX  75247 

Bakhtiar  Dargali     Phone:  214-631-0862 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1162  02 

INDUSTRL\L  COMPLIANCE  WEST,  INC. 

13363  Saticoy,  Suite  102 

North  Hollywood,  CA  91605  - 

NilooMahdi     Phone:818-503-0471  ' 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1163 

MONARCH  ANALYTICAL  LABORATORIES,  INC. 

1700  N.  Westwood  Avenue 
P.O.  Box  2990 
Toledo,  OH  43606 

Ronald  J.  Plenzler    Phone:  419-535-1780 

PLM  Renewal  Date:  April  1,  1991 

TEM  Renewal  Date:  July  1,  1991  .  ..v  .  ^  . 


NVLAP  LAB  CODE  1164 

ASBESTOS  COMPLUNCE  TECHNOLOGY,  INC. 

4015  Cherry  Street,  Suite  100 

Cincinnati,  OH  45223 

Mark  Sturgeon    Phone:  513-542-4040 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1165 

INTERNATIONAL  ASBESTOS  TESTING  LABS 

36  North  Pine  Avenue 

Maple  Shade,  NJ  08052 

Emil  M.  Ondra     Phone:  609-779-7792 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1167 

GEO-ENVIRONMENTAL  SERVICES,  INC. 

19733  Executive  Park  Circle 
Germantown,  MD  20874 

Christopher  S.  Schiappa     Phone:  301-353-0338 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1168 

IHI  KEMRON,  INC. 

39830  Grand  River  B-2 
Novi,  MI  48050 

Charles  O'Bryan    Phone:  313-474-4200 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1169 

BRAD  ASSOCIATES 

382  Rosevale  Avenue 

Lake  Ronkonkoma,  NY  11779 

Benito  P.  San  Pedro     Phone:  516-467-4539 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1170 

GELLES  LABORATORIES,  INC. 

2836  Fisher  Road 

Columbus,  OH  43204 

S.  H.  Gelles    Phone:  614-276-2957 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1172 

ASBESTOS  DETECTION  CO.,  INC. 

12862  Garden  Grove  Blvd.,  Suite  220 
Garden  Grove,  CA  92643 

Richard  L.  Frauenberger    Phone:  714-530-1922 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1173 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

423-A  New  Karner  Road,  Shaker  Park  West 
Albany,  NY  12205 

David  W.  Ralbovsky    Phone:  518-452-0777 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1177  00 

PEDNEAULT  ASSOCIATES,  INC. 

1615  Ninth  Avenue 

P.O.  Box  205 

Bohemia,  NY  11716 

John  Pedneault    Phone:  516-467-8477 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1178 

ALDERINK  AND  ASSOCL\TES,  INC. 

3221-3  Mile  Road  N.W. 
Walker,  MI  49504 

Jeffrey  L.  Silva     Phone:  616-791-0730 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1181 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC, 

25  Mathewson  Drive 

Weymouth,  MA  02189 

Leo  J.  Ryan,  Jr.     Phone:  617-337-7887 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1182  00 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC. 

5175  Elmore  Road,  Suite  1 
Memphis,  TN  38134 

Sharon  Frase    Phone:  901-382-6282  * 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1182  01 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC. 
325  North  St.  Paul,  Suite  1030,  Tower  2 
Dallas,  TX  75201 

Nancy  Vanocker-Smith     Phone:  214-855-5020 
PLM  Renewal  Date:  July  1,  1991  ,  - 


NVLAP  LAB  CODE  1183 

ASBESTO-TECH 

140-30  Elgar  Place,  Suite  30-B 
Bronx,  NY  10475 

Solomon  Mate    Phone:  212-671-5266 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1185 

SCIENTIFIC  AND  ENVIRONMENTAL 

ANALYTICAL  SERVICES,  INC. 
P.O.  Box  660,  202  Bishop  Road  ,  ,  , 

Blacksburg,  VA  24063-0660  ,  ,  '■  "  • 

David  L.  Violette    Phone:  703-951-9283 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1187 

ATC  ENVIRONMENTAL,  INC. 

104  East  25th  Street,  11th  Floor 

New  York,  NY  10010-2917 

Josephine  lorfida    Phone:  212-353-8280 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1188 

TREMCO  INC.,  ROOHNG  DIVISION 

10701  Shaker  Blvd. 
Cleveland,  OH  44104 

Donald  C.  Portfolio     Phone:  216-292-5000  ^ 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1190 

PACIFIC  ENVIRONMENTAL  SERVICES,  INC. 

560  Herndon  Parkway,  Suite  200 

Herndon,  VA  22070-5225 

John  F.  Mazur    Phone:  703-471-8383  ' 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVIAP  LAB  CODE  1191 


NVLAP  LAB  CODE  1202 


TMA/NORCAL 

2030  Wright  Avenue 

Richmond,  CA  94804-0040 

Lawrence  A.  Johnson  (PLM)/ 

Karen  Limber  (TEM)    Phone:  415-235-2633 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


STAT  ANALYSIS  CORPORATION 

2201  W.  Campbell  Park  Drive 

Chicago,  IL  60612-3501 

David  E.  Schwartz    Phone:  312-733-0551 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1204 


NVLAP  LAB  CODE  1192 


JOHN  MATHES  &  ASSOCIATES,  INC. 

210  West  Sandbank  Road 

P.O.  Box  330 

Columbia,  IL  62236-0330 

Janet  Jacobi-Castillo    Phone:  618-281-7173 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1193 


MASSACHUSETTS  COMMONWEALTH 
DIVISION  OF  OCCUPATIONAL  HYGIENE 

1001  Watertown  Street 

West  Newton,  MA  02165 

Patricia  Circone     Phone:  617-969-7177 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1195 


MICRO  VIEW  CONSULTING 

416  E.  Catawba  Ave. 
Akron,  OH  44301 

Franks.  Karl    Phone:  216-773-8330 


ALLEGHENY  MOUNTAIN  RESEARCH,  INC. 
R.D.  1,  Box  243A 
Berlin,  PA  15530 

Victor  Kawchak    Phone:  814-267-4404 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1205 

TRACOR  TECHNOLOGY  RESOURCES,  INC. 

1601  Research  Blvd. 

Rockville,  MD  20850 

Stephen  S.  Olin  Phone:301-251-4911 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1208  00 

RJ  LEE  GROUP,  INC. 

350  Hochberg  Road 

P.O.  Box  278 

Monroeville,  PA  15146 

Drew  R.  Van  Orden     Phone:  412-325-1776 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1196 

ILLINOIS  DEPARTMENT  OF  PUBLIC  HEALTH 
CHICAGO  LABORATORY 

2121  West  Taylor  Street 

Chicago,  IL  60612-4285 

Joerg  N.  Pirl     Phone:  312-793-4766 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1199 

HYGENIX,  INC. 

40  Hoyt  Street 

Stamford,  CT  06905-5616 

Arthur  B.  Morris    Phone:  203-324-2222 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1208  01 

RJ  LEE  GROUP,  INC. 
CHOPRA-LEE,  INC. 

1741  Baseline  Road 
Grand  Island,  NY  14072 
Kuldrip  S.  Chopra  (PLM)/ 

Drew  R.  Van  Orden  (TEM)     Phone:  716-773-7625 


PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1208  02 

RJ  LEE  GROUP,  INC. 
BERKELEY  LABORATORY 

2424  6th  Street 

Berkeley,  CA  94710  ; 
Kyle  M.  Bishop  (PLM)/ 

Drew  R.  Van  Orden  (TEM)     Phone:  415-486-8319 


PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1208  03 

RJ  LEE  GROUP,  INC. 
WASHINGTON,  DC  LABORATORY 

10366  Battleview  Parkway 

Manassas,  VA  22110 

Thomas  V.  Dagenhart  (PLM)/ 

Drew  R.  Van  Orden  (TEM)     Phone:  703-368-7880 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1208  04 

RJ  LEE  GROUP,  INC. 
RALEIGH  LABORATORY 

3810  F.  Merton  Drive 
Raleigh,  NC  27609 

Donald  E.  Lentzen     Phone:  919-469-1713 

PLM  Renewal  Date:  January  1,  1992 
TEM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1212  00 

BCM  ENGINEERS  INC. 

104  St.  Francis  Street,  Suite  400 
P.O.  Box  1784 
Mobile,  AL  36633 

Sheri  M.  Sims    Phone:  205-433-0517 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1212  01 

BCM  POTOMAC  INC. 

600  W.  Service  Road,  Suite  320 
Washington-Dulles  International  Airport 
Washington,  DC  20041 
Sean  Phillips    Phone:  703-260-0060 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1212  02 

BCM  ENGINEERS  INC. 

The  Princeton  Building 

14651  Dallas  Parkway,  Suite  102 

Dallas,  TX  75240 

Sherri  Godsey    Phone:  214-960-9171 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1213 

ENVIRONMENTAL  ANALYTICAL  LABORATORIES 

314  South  State  Avenue 

Indianapolis,  IN  46201 

David  W.  Hogue     Phone:  317-269-3618 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1214 

ENVIRONMENTAL  ANALYTICAL  LABORATORIES 
350  Franklin  Road,  Suite  300 
Marietta,  GA  30067 

Jeremy  A.  Armstrong    Phone:  404-425-9901 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1215 

INDUSTIUAL  ENVIRONMENTAL  CONSULT.,  LTD. 

1760  East  Grand  River  Avenue 

East  Lansing,  MI  48823 

Debra  A.  Chester    Phone:  517-351-4002 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1216 

CTL  ENVIRONMENTAL  SERVICES 

2905  East  Century  Boulevard 
South  Gate,  CA  90280 
Stuart  E.  Salot  (PLM)/ 

Edward  Vaynman  (TEM)    Phone:  213-530-5006 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1217 

APPLIED  ENVIRONMENTAL  SCIENCES,  INC. 
511  11th  Ave.  So. 
Box  220 

Minneapolis,  MN  55415 

Jill  D.  Shriver    Phone:  612-339-5559 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1218 

EMS  LABORATORIES,  INC. 

117  West  Bellevue  Drive 

Pasadena,  CA  91105-2503 

Bernadine  Kolk    Phone:  818-568-0800 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1219 

ARKANSAS  DEPARTMENT  OF  HEALTH 
DIVISION  OF  PUBLIC  HEALTH  LABORATORIES 

4815  West  Markham 
Little  Rock,  AR  72205-3867 
Stan  Falk    Phone:  501-661-2389 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    USTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1221  00 

MICRO  AIR,  INC. 

7132  Lakeview  Parkway  West  Drive 

Indianapolis,  IN  46268-4104 

Harold  E.  Eitzen    Phone:  317-293-1533 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1221  01 

MICRO  AIR,  INC.-MOBILE  FACILITY 

7132  Lakeview  Parkway  W.  Drive 

Indianapolis,  IN  46268-4104 

Harold  E.  Eitzen    Phone:  317-293-1533 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1222  00 

ENVIRO-PROBE,  INC. 

2917  Bruckner  Boulevard 
Bronx,  NY  10461 

Ved  P.  Kukreja    Phone:  212-863-0045 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1222  01 

ENVIRO-PROBE,  INC. 

3830  Park  Avenue 
Edison,  NJ  08820 

Ved  P.  Kukreja    Phone:  201-494-4600 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1223 

S.EA.,  INC. 

7349  Worthington-Galena  Road 

Columbus,  OH  43085 

Jami  J.  St.Clair    Phone:  614-888-4160 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1224  00 

ANALYTICAL  MANAGEMENT,  INC. 

2285  Executive  Drive,  Suite  200 

Lexington,  KY  40505 

David  H.  McRae    Phone:  606-299-6556 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1224  01 

ANALYTICAL  MANAGEMENT,  INC. 
307  North  Hurstbome  Lane,  Suite  120 
Louisville,  KY  40222 
Kevin  Chaplin    Phone:  502-429-5777 

PLM  Renewal  Date:  July  1,  1991 


miAP  LAB  CODE  1225 

NEW  MEXICO  STATE  UNIVERSITY 
ELECTRON  MICROSCOPE  LABORATORY 

P.O.  Box  3  EML,  NMSU 

Las  Cruces,  NM  88001 

Robert  E.  Gosselin    Phone:  505-646-1531 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1226 

LAW  ENGINEERING 

501  Minuet  Lane 

P.O.  Box  11297 

Charlotte,  NC  28220-1297 

Erella  Dimentstein    Phone:  704-523-2022 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1228 

APPLIED  OCCUPATIONAL  HEALTH  SYSTEMS 
29  River  Road,  Suite  18 
P.O.  Box  894 
Concord,  NH  03301 

Richard  R.  Kretovich    Phone:  603-228-3610 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1229  00 

MED-TOX  ASSOCIATES,  INC. 

1229  Morena  Boulevard 

San  Diego,  CA  92110 

Donald  Lyons    Phone:  619-276-8843 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1229  01 

MED-TOX  ASSOCIATES,  INC. 
9706  4th  Avenue  Northeast,  Suite  101 
Seattle,  WA  98115 

Lisa  Burkard  Phone:  206-672-2428 
PLM  Renewal  Date:  Januaiy  1,  1992 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1230 

ECOLOGY  AND  ENVIRONMENT,  INC. 

4401  Genesee  Street 
Bldg.  6-41 

Cheektowaga,  NY  14225 

Andrew  P.  Clifton    Phone:  716-631-0360 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1235  02 

MATERLVLS  ANALYTICAL  SERVICES/GERMANY 

Jahnstrasse  15 

6000  Frankfurt  Am  Main  1 

Frankfurt,  GERMANY 

Jacob  Verkerk    Phone:  069-5090425 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1231 

UNIVERSITY  OF  TEXAS,  HEALTH  CENTER 
DEPT.  OF  CELL  BIOLOGY  &  ENVIRO.  SCIENCES 
P.O.  Box  2003 
Tyler,  TX  75710 

Ronald  F.  Dodson    Phone:  214-877-7554 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1232 

ENVIRONMENTAL  RESEARCH  INSTITUTE,  INC. 
P.O.  Box  2024 
Tyler,  TX  75710 

Kathy  R.  Schosek    Phone:  214-877-9314 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1233 

NUS  CORPORATION 

900  Gemini  Avenue 
Houston,  TX  77058 

Carole  Newman    Phone:  713-488-1810 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1234 

BRAUN  INTERTEC  ENVIRONMENTAL,  INC. 

6800  South  Trunk  Highway  169 

P.O.  Box  39108 

Minneapolis,  MN  55439 

Thomas  G.  Powell     Phone:  612-942-4828 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1235  00 

MATERIALS  ANALYTICAL  SERVICES,  INC. 

3597  Parkway  Lane,  Suite  250 
Norcross,  GA  30092 

William  E.  Longo    Phone:  404-448-3200 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1236  00 

HTI  LABORATORIES  AND  INDUSTRIAL 
CONSULTANTS,  INC. 

5800  Franklin  Street,  Suite  103 
Denver,  CO  80216 

Constance  S.  Hodny    Phone:  303-292-4533  v 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1236  01 

HTI  LABORATORIES  AND  INDUSTRUL 
CONSULTANTS,  INC. 
2100  South  Rural  Road 
Tempe,  AZ  85282 

Constance  S.  Hodny    Phone:  602-968-5966 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1236  02 

HTI  RESEARCH  AND  TRAINING  INSTITUTE,  INC. 

3131  East  Alameda  Avenue,  Suite  207 
Denver,  CO  80209 

George  Graf    Phone:  303-722-4143 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1237 

CONNECTICUT -STATE  DEPARTMENT  OF  HEALTH 
SERVICES  -  LABORATORY 

P.O.  Box  1689,  10  Clinton  Street  ' 
Hartford,  CT  06106 

Janet  B.  Kapish     Phone:  203-566-5626 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1238 

CGS  ANALYTICAL  LABORATORY 

3479  Edison  Way 
Fremont,  CA  94538 

Robert  Magginetti     Phone:  415-659-1784 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1239 

IDEAL  AND  ASSOCLVTES  ENVIRONMENTAL 

ENGINEERING  SERVICES,  INC. 

P.O.  Box  3722,  1102  South  Main  Street 

Bloomington,  IL  61702-3722 

Kurt  Benckendorf    Phone:  309-828-4259 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1245 

ALLIED  ENVIRONMENTAL  SERVICES,  INC. 
16023  Interstate  10  East,  Suite  #9 
Channelview,  TX  77530 
Subba  V.  Gogineni     Phone:  713-452-5897 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1247 

MACDONALD  RESEARCH  GROUP,  INC. 
1441  N.  Mayfair  Road 
Milwaukee,  WI  53226 

Hector  S.  MacDonaid     Phone:  414-771-7151 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1249 

INSTITUTE  FOR  ENVIRONMENTAL  ASSESSMENT 

641  East  Main  Street 

Anoka,  MN  55303-2528 

Richard  T.  Cox    Phone:  612-427-7870 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1250 

ANALYTICAL  TECHNOLOGIES,  INC. 

11  E.  Olive  Road 

Pensacola,  FL  32514-0000 

W.  F.  Robin  Robinson    Phone:  904-474-1001 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1254  00 

ROY  F.  WESTON,  INC. 

1635  Pumphrey  Avenue  i,  , 

Auburn,  AL  36830-4303 

Frank  Burgess    Phone:  205-826-6100 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1254  01 

ROY  F.  WESTON,  INC. 

One  Old  Country  Road,  Suite  430 

Carle  Place,  Long  Island,  NY  11514  , 
Edward  Hirshenson    Phone:  516-873-3800 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1254  02 

ROY  F.  WESTON,  MOBILE  FACILITY 

1635  Pumphrey  Avenue 
Auburn,  AL  36830 

Frank  Burgess    Phone:  205-826-6100 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1256 

LOZIER  LABORATORIES,  INC. 

909  Culver  Road 

Rochester,  NY  14609 

Alan  J.  Laffin     Phone:  716-654-6350 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1257 

INTERSCIENCE  RESEARCH,  INC. 

2614  Wyoming  Avenue 
Norfolk,  VA  23513 

Joseph  H.  Guth     Phone:  804-853-8813 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1258 

DCM  SCIENCE  LABORATORY,  INC. 

12477  W.  Cedar 
Lakewood,  CO  80228 

Donna  C.  Mefford     Phone:  303-985-1155 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1259 

GEMINI  PETROGRAPHIC  INVESTIGATIONS 

1516  Grant  Avenue,  Suite  226 

Nova  to,  CA  94945-3147 

Peter  Almendinger    Phone:  415-892-9016 

PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1260 

MARSHALL  ENVIRONMENTAL  MANAGEMENT,  INC. 

3801  N.W.  63rd  Street,  Suite  162 

Oklahoma  City,  OK  73116 

Charles  L.  Marshall     Phone:  405-842-3415 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1265  02 

ATEC  ASSOCL^TES,  INC. 
11356  Mathis  Avenue 
Dallas,  TX  75229-3157 
JimPaiet    Phone:  214-556-2204 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1261 

ASBESTOS  ANALYSIS  &  INFORMATION  SERVICE 

P.O.  Box  837 

Four  Oaks,  NC  27524 

Stephen  H.  Westbrook    Phone:  919-894-7718 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1265  03 

ATEC  ASSOCLVTES,  INC. 
7000  E.  47th  Avenue,  Suite  900 
Denver,  CO  80216 

H.  KimThiel     Phone:  303-377-2832 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1262 

MDS  LABORATORIES 

4418  Pottsville  Pike 
Reading,  PA  19605 
Fred  Usbeck  (PLM)/ 

David  Shirey  (TEM)     Phone:  215-921-8833 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1263 

KASELAAN  &  D'ANGELO  ASSOCUTES,  INC. 

515  Grove  Street 

Haddon  Heights,  NJ  08035 

James  J.  Weitzman    Phone:  609-547-6500 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1265  00 

ATEC  ASSOCIATES,  INC. 

5150  E.  65th  Street 

Indianapolis,  IN  46220-4871 

Richard  A.  Gehlbach    Phone:  317-849-4990 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1265  01 

ATEC  ASSOCIATES,  INC. 

1501  E.  Main  Street 

Griffith,  IN  46319-0270 

John  Sima    Phone:  219-924-6690 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1265  04 

ATEC  ASSOCLVTES,  INC. 

1535  Cogswell  Street,  Suite  A-5 
Rockledge,  FL  32955 

Harry  L.  Capadano    Phone:  407-631-6561 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1267 

DYER  LABORATORIES,  INC. 

2531  West  237th  Street,  Suite  121 

Torrance,  CA  90505 

Denzel  L.  Dyer    Phone:  213-530-3322 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1269 

VOLZ  ENVIRONMENTAL  SERVICES,  INC. 

3010  William  Pitt  Way 

Pittsburgh,  PA  15238 

C.  Daniel  Volz    Phone:  412-826-3150 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1270 

PINCHIN  &  ASSOCL\TES  LTD. 

2  Robert  Speck  Parkway,  Suite  290 

Mississauga,  Ontario 

L4Z  1H8,  CANADA 

Suzanne  Ruginis    Phone:  416-279-1629 

PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.   LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1274  00 

ATEC  ENVIRONMENTAL  CONSULTANTS 

1535  Cogswell  Street,  Suite  A-5 
Rockledge,  FL  32955 

Hany  L.  Capadano    Phone:  407-631-6561 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1274  01 

ATEC  ASSOCLVTES,  INC. 
129  W.  Valley  Avenue 
Birmingham,  AL  35209-3691 
Lee  Ray  Phone:205-945-9224 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1274  02 

ATEC  ASSOCUTES,  INC. 

1300  Williams  Drive,  Suite  A 

Marietta,  GA  30066-6299 

Marc  Lavelle    Phone:  404-427-9456 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1274  03 

ATEC  ASSOCIATES,  INC. 
9955  N.W.  116  Way,  Suite  1 
Miami,  FL  33178 

Dana  McDermott    Phone:  305-882-8200 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1274  04 

ATEC  ASSOCL\TES,  INC. 

66001  Youngerman  Circle 

Jacksonville,  FL  32244 

Herman  Appleman    Phone:  904-771-3055 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1275 

GLOMAR  CORPORATION 

29-09  Queens  Plaza  North 

Long  Island  City,  NY  11101 

Salavatore  Ferdico    Phone:  718-786-6660 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1277 

BIOSPHERICS  INCORPORATED  ' 

12051  Indian  Creek  Court 

Beltsville,  MD  20705 

Lori  Sletten    Phone:  301-369-3900 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1278 

JACA  CORPORATION 

550  Pinetown  Road 

Fort  Washington,  PA  19034 

Harry  Yekel    Phone:  215-643-5466 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1280 

PHILLIPS  PETROLEUM  COMPANY 
INDUSTRIAL  HYGIENE  LABORATORY 
209  CPL  Building-  Phillips  Res.  Ctr. 
Bartiesville,  OK  74004 
Wanda  A.  Waugh     Phone:  918-661-3648 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1281 

ECOTECH 

3501  N.  MacArthur,  Suite  400B 
Irving,  TX  75062 

Amy  L.  Smith    Phone:  214-257-0787 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1282 

MYSTIC  AIR  QUALITY  CONSULTANTS,  INC. 

1204  North  Road 

Groton,  CT  06340-2748 

Frederick  C.  Davis    Phone:  203-449-8903 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1283 

AEROJET  PROPULSION  DIVISION 
ENVIRONMENTAL  LABORATORY 
P.O.  Box  15699,  Hazel  Avenue  &  Hwy  50 
Sacramento,  CA  95852-1699 
Jimmy  T.  Snarr    Phone:  916-355-4051 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1284 

SCHWEIN/CHRISTENSEN  LABORATORIES,  INC. 

3397  Mount  Diablo  Boulevard,  Suite  E 
Lafayette,  CA  94549 

Kegan  C.  Morrison     Phone:  415-284-3311 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1287 

TEXAS  DEPARTMENT  OF  HEALTH 

1100  West  49th  Street 

Austin,  TX  78756-3194 

Charles  E.  Sweet     Phone:  512-458-7318 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1288 

UNIVERSITY  OF  IOWA 

UNIVERSITY  HYGIENIC  LABORATORY 

Oakdale  Campus 
Iowa  City,  lA  52242 

Ivan  Schwabbauer    Phone:  319-335-4500 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1298 

RABA-KISTNER  CONSULTANTS,  INC. 

12821  West  Golden  Lane 

P.O.  Box  690287 

San  Antonio,  TX  78269 

Frank  B.  Schweitzer    Phone:  512-699-9090 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1300  00 

ADELAIDE  ENVIRONMENTAL  HEALTH  ASSOCUTES 

61  Front  Street 

Binghamton,  NY  13905-4705 

Craig  J.  Benson     Phone:  607-722-6839 

PLM  Renewal  Date:  January  1,  1992 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1300  01 

ADELAIDE  ENVIRONMENTAL  HEALTH  ASSOCIATES 

845  North  Broadway,  Suite  208 
White  Plains,  NY  10603-2403 
Ernest  Coon     Phone:  914-949-3109 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1289 

OMEGA  ENVIRONMENTAL  SERVICES,  INC. 

127  Main  Street 

Hackensack,  NJ  07601 

Veronica  Kero     Phone:  201-440-6000 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1301 

PMK,  FERRIS  AND  PERRICONE,  INC. 

516  Bloy  Street 
Hillside,  NJ  07205 

James  Ferris    Phone:  201-686-0044 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1292 

CHEN-NORTHERN,  INC. 

600  South  25th  Street 
P.O.  Box  30615 
Billings,  MT  59107 

Kathleen  A.  Smit     Phone:  406-248-9161 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1295 

ERT  TESTING  SERVICES,  INC. 

211  Glendale,  Suite  425 

Highland  Park,  MI  48203 

Rose  M.  Grier    Phone:  313-865-0600 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1303 

SOUTHWESTERN  PUBLIC  SERVICE  COMPANY 

SYSTEM  LAB 

P.O.  Box  1261 

Amarillo,  TX  79170 

Dean  Metcalf    Phone:  806-381-6360 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1304 

COLE  ASSOCIATES  INC. 

2211  East  Jefferson  Boulevard 
South  Bend,  IN  46615 

Lawrence  W.  Grauvogel     Phone:  219-236-4400 
PLM  Renewal  Date:  April  1,  1991 


1991  NVLAP  DIRECTORY -Page  134 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1305 

CUMBERLAND  ANALYTICAL  LABORATORIES  INC. 

56  N.  Second  St. 

Chambersburg,  PA  17201 

Donald  R.  Richner,  Jr.     Phone:  717-263-5943 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1322 

DAILY  ANALYTICAL  LABORATORIES 

1621  W.  Candletree  Drive 
Peoria,  IL  61614 

Stephen  E.  Julien    Phone:  309-692-5252 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1306 

ASBESTECH 

DIVISION  OF  AH&M  CAROLINA,  INC. 

6404  MacCorkle  Avenue,  S.W. 

St.  Albans,  WV  25177 

John  Richard  Hart    Phone:  304-768-2233 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1323 

PENNSYLVANU  DER  BUREAU  OF  LABORATORIES 

3rd  &  Reily  St. 

P.O.  Box  1467 

Harrisburg,  PA  17120 

Vincent  White    Phone:  717-787-4669 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1311  00 

PRINCETON  TESTING  LABORATORY 

3490  U.S.  Route  1 

P.O.  Box  3108 

Princeton,  NJ  08543-3108 

David  M.  Kichula    Phone:  609-452-9050 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1316 

ASBESTOS  TECHNOLOGY,  INC. 

5353  North  Tacoma  Avenue 

Indianapolis,  IN  46220 

Ann  S.  Gaither    Phone:  317-257-5096 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1318 

COUNTY  OF  ORANGE  HEALTH  CARE  AGENCY 
PUBLIC  HEALTH  LABORATORY 

1729  West  17th  Street 
Santa  Ana,  CA  92706 
Douglas  F.  Moore    Phone:  714-834-8385 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1320 

EUREKA  LABORATORIES,  INC. 

6790  Florin  Perkins  Road 

Sacramento,  CA  95828-1812 

Steven  K.  Leung    Phone:  916-381-7953 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1324 

ENVIRO  DYNAMICS,  INCORPORATED 

520  North  Washington  Street,  Suite  300 
Falls  Church,  VA  22046-3538 
Clint  Jones     Phone:  703-237-4237 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1325 

THORNTON  LABORATORIES,  INC. 
1145  E.  Cass  St. 
P.O.  Box  2880 
Tampa,  FL  33601-2880 

Abraham  Rosenzweig    Phone:  813-223-9702 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1327  GO 

MCCRONE  ENVIRONMENTAL  SERVICES,  INC. 

850  Pasquinelli  Drive 
Westmont,  IL  60559 

T.  Rodman  Harvey    Phone:  708-887-7100 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1327  02 

MCCRONE  ENVIRONMENTAL  SERVICES,  INC. 

1412  Oakbrook  Drive,  Suite  100 

Norcross,  GA  30093-2243 

Joseph  A.  Krewer    Phone:  404-368-9600 

TEM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


^fVLAP  LAB  CODE  1328 

ALTERNATIVE  WAYS,  INC. 

100  Essex  Ave. 
Bellmawr,  NJ  08099 

Frank  E.  Ehrenfeld     Phone:  609-933-1663 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1330  00 

ZIMMERLIN  CONSULTING  GROUP 

3972  Brown  Park  Drive,  Suite  D 
P.O.  Box  357 
Milliard,  OH  43026 

William  Zimmerlin,  III     Phone:  614-876-1153 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1330  01 

ZIMMERLIN  CONSULTING  GROUP 

8350  Craig  Street,  Suite  285 

Indianapolis,  IN  46250 

Jeffery  Yarber    Phone:  317-576-1922 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1331  00 

KELLCO  SERVICES,  INC. 

44814  Osgood  Rd. 
Fremont,  CA  94539 

Patricia  A.  Brown    Phone:  415-659-9751 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1331  01 

KELLCO  SERVICES,  INC. 

271  Opportunity  St.,  Suite  J 

Sacramento,  CA  95838 

Patricia  A.  Brown    Phone:  415-659-9751 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1332 

LABORATORY  TESTING  SERVICES,  INC. 

75  Urban  Avenue 

Westbury,  NY  11590 

Brian  Heneveld    Phone:  516-334-7770 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1333 

NORTHEASTERN  ANALYTICAL  CORPORATION 

Evesham  Corporate  Center 
4  East  Stow  Road 
Marlton,  NJ  08053 
Ian  Lambert  (PLM)/ 

Victoria  Sabo  (TEM)     Phone:  609-985-8000 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1334 

TEI  ENVIRONMENTAL,  INC. 

308 A  Pomona  Dr. 

Greensboro,  NC  27407 

James  E.  Buchanan     Phone:  919-852-0318 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1336 

irr  RESEARCH  INSTITUTE 

10  West  35th  Street 

Chicago,  IL  60616-3799  '  ' 

Jean  Graf-Teterycz    Phone:  312-567-4286 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1337 

CHEMTEX  ENVIRONMENTAL  LABORATORY,  INC. 

3082  25th  Street 

Port  Arthur,  TX  77642 

C.  N.  Reddy    Phone:  409-983-4575 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1342  00 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

4820  West  15th  Street 

P.O.  Box  307 

Lawrence,  KS  66044-0307 

Cindy  K.  Wilbur  (PLM)/ 

Robert  D.  Kleopfer  (TEM)    Phone:  913-865-9304 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1342  02 

HALL-KIMBRELL  ENVIRONMENTAL  SERVICES  INC. 

50  S.  Beretania  St.,  Suite  C2088 
Honolulu,  HI  96813 

Rebecca  Kissling     Phone:  808-599-3870 
PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1342  03 

HALL-KIMBRELL  ENVIRONMENTAL  SERVICES  INC. 

129-09  26th  Avenue 

Flushing,  NY  11354-1166 

Lance  Tuskruskie    Phone:  718-445-9090 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1343 

OBG  LABORATORIES,  INC. 

5000  Brittonfield  Parkway,  Suite  300  ^ 

P.O.  Box  4942 

Syracuse,  NY  13221 

Swiatoslav  W.  Kaczmar  (PLM)/ 

Michael  J.  Gerber  (TEM)    Phone:  315-437-0200 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1344 

HYGEU  ENVIRONMENTAL  LABORATORIES,  INC. 

82  W.  Sierra  Madre  Blvd. 

Sierra  Madre,  CA  91024 

Gustavo  A.  Delgado    Phone:  818-355-4711 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1348  00 

GARRETT  &  ASSOCUTES 

2720  Stemmons  Freeway,  Suite  400  S 

Dallas,  TX  75207 

Craig  Farmer    Phone:  214-688-4457 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1348  01 

GARRETT  &  ASSOCL\TES 

4020  Sames 
Waco,  TX  76705 

Wesley  Ray  Hogan    Phone:  817-876-6280 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1350 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 
PnrSBURGH  TESTING  LABORATORY  DIVISION 

850  Poplar  Street 

Pittsburgh,  PA  15220 

Joseph  Kuchnicki  (PLM)/ 

Sheryl  L.  Kraft  (TEM)    Phone:  412-922-4010 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1351 

ALTEST  ENVIRONMENTAL  LABORATORIES 

28  W.  Main  St. 

Plymouth,  PA  18651 

Frank  Egenski    Phone:  717-779-5377 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1352 

BULAVA  ENVIRONMENTAL,  INC. 

12  Kilmer  Drive 

Belle  Mead,  NJ  08502 

Edward  J.  Bulava    Phone:  201-874-6207 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1353 

C.  G.  TECHNOLOGIES,  INC. 

University  Research  Park 
535  Science  Drive,  Suite  B 
Madison,  WI  53711 

Carol  A.  Gannon    Phone:  608-238-7811 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1354 

MICROANALYTICAL  SERVICES,  INCORPORATED 

225  South  Lake  Avenue 

Suite  1010,  11th  Floor 

Pasadena,  CA  91101 

Mary  K.  Robles  (PLM)/ 

Lily  Prigge  (TEM)     Phone:  818-356-7400 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1355 

LABORATORY  RESOURCES,  INC. 
LEHIGH  VALLEY  ANALYTICS  DIVISION 

22  South  Commerce  Way,  Suite  17 

Bethlehem,  PA  18017 

Barbara  J.  Davies     Phone:  215-866-4434 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1356 

BELING  CONSULTANTS,  INC. 

1001  16th  Street 
Moline,  IL  61265 

Jeffrey  A.  Wasson     Phone:  309-757-9800 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1358 

SUFFOLK  COUNTY  PUBLIC  &  ENV.  HEALTH  LAB 

CENTER  FOR  FORENSIC  SCIENCES 

Veterans  Memorial  Highway,  BIdg.  487 

Hauppauge,  NY  11787-4311 

William  Boehler    Phone:  516-360-5528 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1362 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC. 

288  Genesee  Street 
Utica,  NY  13502 

Mark  S.  Evans    Phone:  315-732-3826 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1366 

QUALITY  ANALYTICAL  SERVICES,  INC. 

709  West  Johnson 
Raleigh,  NC  27603 

Eloise  Sheats    Phone:  919-839-0757 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1367 

ONEIL  M.  BANKS,  INC. 

336  South  Main  Street 
Bel  Air,  MD  21014 

Oneil  M.  Banks    Phone:  301-879-4676 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1368 

HAZTOX,  INC. 

820  N.  Linder  Road 
Meridian,  ID  83642 

Robert  A.  Woeilner    Phone:  800-548-8220 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1369 

PENNRUN  CORPORATION 

150  William  Pitt  Way 

Pittsburgh,  PA  15238-1327 

Kathy  J.  Rygle     Phone:  412-826-5303 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1370 

FIBER  LAB,  INC. 

2232  Rocky  Ridge  Road 

P.O.  Box  36726 

Birmingham,  AL  35236-6726 

Suzanne  Wdowiak    Phone:  205-822-8544 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1371 

CHICAGO  PUBLIC  SCHOOLS 
ENVIRONMENTAL  DEPARTMENT  (2W) 
1819  West  Pershing  Road 
Chicago,  IL  60609 

Dale  C.  Schneider    Phone:  312-650-4276 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1374  00 

BCM  ENGINEERS  INC.  LABORATORY  DIVISION 

1850  Gravers  Road 

Norristown,  PA  19401 

D.  Linda  Cox    Phone:  215-275-0281 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1374  01 

BCM  ENGINEERS  INC. 

5777  Baum  Boulevard 

Pittsburgh,  PA  15206-3703 

Paul  Jadlowiec    Phone:  412-361-6000 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1375 

GALSON  TECHNICAL  SERVICES,  INC. 
6601  Kirkviile  Road 

E.  Syracuse,  NY  13057 

F.  Joseph  Unangst    Phone:  315-432-0506 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1377  00 

ATLANTIC  ENVIRONMENTAL,  INC. 

2  E.  Blackwell  Street 
Dover,  NJ  07801 

David  S.  Pearson     Phone:  201-366-4660 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1377  01 

ATLANTIC  ENVraONMENTAL,  INC. 

239  Perrine  Avenue 
Elberon,  NJ  07740 

James  McVeigh    Phone:  201-222-1157 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1378 

CENCON  (CNA  INSURANCE) 

333  S.  Wabash-  4W 

Chicago,  IL  60604-4107 

Ellen  M.Janka    Phone:  312-822-6093 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1379 

EXXON  BIOMEDICAL  SCIENCES,  INC, 
INDUSTRLVL  HYGIENE  ANALYTICAL  SVS.  LAB. 

Mettlers  Road,  CN  2350 

East  Millstone,  NJ  08875-2350 

John  E.  Stillman    Phone:  201-873-6033 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1381 

CALIBRATIONS,  INC. 
802  Watervliet  Shaker  Road 
Latham,  NY  12110 

Sascha  Percent    Phone:  518-786-1865 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1382 

OMC,  INC. 

4451  Parliament  Place 

Lanham,  MD  20706 

Michael  A.  Cecil    Phone:  301-306-0632  . 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1383 

MARTIN  MARIETTA  ENERGY  SYSTEMS,  INC. 
PORTSMOUTH  GASEOUS  DIFFUSION  PLANT 
P.O.  Box  628 
Piketon,  OH  45661 

R.  E.  Doming,  II    Phone:  614-897-2331 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1384 

HEALTH  SCIENCE  ASSOCIATES 

10771  Noel  Street 

Los  Alamitos,  CA  90720 

Kathy  S.  Jones    Phone:  714-220-3922 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1388 

AMERICAN  ANALYTICAL  &  TECHNICAL 

SERVICES,  INC. 

16550  Highland  Road 

Baton  Rouge,  LA  70810 

Madhava  Arimilli    Phone:  504-293-8650 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1389 

BRUCE  MENKEL  AND  ASSOCL\TES,  INC. 

235  Industrial  Drive 
P.O.  Box  159 
Franklin,  OH  45005 

Bruce  E.  Menkel     Phone:  513-746-9300 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1390 

GTRI  MICROSCOPY  RESEARCH  LABORATORY 
151  Sixth  and  Fowler  Street 
O'Keefe  Building 
Atlanta,  GA  30332 

Vicki  H.  Ainslie    Phone:  404-894-8077 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1393 

FLI  ENVIRONMENTAL  SERVICES 

446  Broad  Street 
Waverly,  NY  14892 

Gregory  Burrows    Phone:  607-565-2893 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1394 

UNIVERSITY  OF  MISSOURI -KANSAS  CITY 
CHEMISTRY  DEPARTMENT 

Kansas  City,  MO  64110 

Peter  F.  Lott    Phone:  816-276-2289 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1396 

ACCULAB  ENVIRONMENTAL  SERVICES 

3700  Lakeville  Highway 

P.O.  Box  808024 

Petaluma,  CA  94975-8024 

Olivia  A.  Alejandro    Phone:  707-763-8245 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1399 

METRO  SERVICE  LABORATORIES,  INC. 

6309  Fern  Valley  Pass 
Louisville,  KY  40228 

Zonetta  E.  English     Phone:  502-964-0865 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1400 

COFFEY  LABORATORIES  INC. 

12423  NE  Whitaker  Way 

Portland,  OR  97230 

Victor  A.  Perry    Phone:  503-254-1794 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1401 

CAVIN  ANALYTICAL  CONSULTANTS,  INC. 

2165  K  West  Park  Court 

Stone  Mountain,  GA  30087 

William  W.  Barker    Phone:  404-498-8295 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1403 

ENVIRONMENTAL  SCIENCE  &  ENGINEERING,  INC. 

P.O.  Box  1703 

Gainesville,  FL  32602-1703 

Barbara  J.  Ross  (PLM)/ 

E.  J.  Jenkins  (TEM)    Phone:  904-332-3318 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1404  00 

GALSON  TECHNICAL  SERVICES,  INC. 

5170  Campus  Drive,  Suite  200 

Plymouth  Meeting,  PA  19462 

Pamela  A.  Weaver    Phone:  215-834-7288 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1404  01 

GALSON  TECHNICAL  SERVICES,  INC. 

2116  Berkeley  Way 

Berkeley,  CA  94704 

Chuck  C.  Siu     Phone:  415-848-0389 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1405 

VA  ASBESTOS  ANALYSIS  LABORATORY 
DEPT.  OF  VET.  AFFAIRS,  CENTRAL  REGION 

VA  Medical  Center— Jefferson  Barracks 

St.  Louis,  MO  63125 

Vince  Uacer    Phone:  314-894-6628 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1406 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC. 
OF  RHODE  ISLAND 

400  Smith  Street 

Providence,  RI  02908 

Marie  Stoeckel     Phone:  401-831-9090 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1408  00 

ENVIRONMENTAL  SCIENCE  &  ENGINEERING,  INC. 

8901  North  Industrial  Road 
Peoria,  IL  61615 

Ellen  L.  Zuck     Phone:  309-692-4422 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1408  01 

ENVIRONMENTAL  SCIENCE  &  ENGINEERING,  INC. 

5440  North  Cumberland  Ave.,  Suite  111 
Chicago,  IL  60656 

Stephen  M.  Linnemann     Phone:  312-693-6030 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1410 

ENVIRONMENTAL  SERVICES  DIVISION 

816  East  Durst  Street 

P.  O.  Drawer  428 

Greenwood,  SC  29648 

E.  Carl  Burrell,  Jr.     Phone:  803-229-5211 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1413 

TOXSCAN,  INC7C0NTR0L  LABORATORIES,  INC. 

42  Hangar  Way 

Watsonville,  CA  95076 

Philip  D.  Carpenter    Phone:  408-724-4522 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1414 

EARTH  TECH  ENTERPRISES,  INC. 

Rural  Route  #4  Box  #4 

Wagoner,  OK  74467 

Daryl  L.  Lessin    Phone:  918-485-4910 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1415 

LARRON  LABORATORY 

529  Broadway 

Cape  Girardeau,  MO  63701 

David  J.  Roth  Phone:314-334-8910 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  0420 

EPS  ANALYTICAL  SERVICES 

5360  1-55  North 

Jackson,  MS  39211-4026 

Herbert  A.  Johnston    Phone:  601-956-1400 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1421  00 

HILLMANN  ENVIRONMENTAL  COMPANY 

1089  Cedar  Ave. 
Union,  NJ  07083 

Joseph  Hillmann    Phone:  201-686-3335 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1421  01 

HILLMANN  ENVIRONMENTAL  OF  FLORIDA,  INC. 

4508  Oak  Fair  Blvd.,  Suite  101 
Tampa,  FL  33610 

Marianne  Hillmann    Phone:  813-664-0102 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1421  02 

HILLMANN  ENVIRONMENTAL  OF  CA,  INC. 

4310  Long  Beach  Blvd.,  Suite  10 

Long  Beach,  CA  90807 

Felix  Mateo    Phone:  213-422-1565 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1424 

TRC  ENVIRONMENTAL  CONSULTANTS  INC. 

800  Connecticut  Blvd. 

East  Hartford,  CT  06108 

Paul  J.  Hunt    Phone:  203-289-8631 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1425 

MARINE  CHEMIST  SERVICE,  INC. 

11850  Tug  Boat  Lane 

P.O.  Box  6257 

Newport  News,  VA  23606 

Robert  H.  Walker,  III    Phone:  804-873-0933 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1427 

NATIONAL  ASBESTOS  CONSULTANTS,  INC. 

4619  N.  Santa  Fe 

Oklahoma  City,  OK  73118-7995 

Jerry  L.  Bowermon     Phone:  405-528-6224 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1428 

NATIONAL  TESTING  LABORATORIES,  INC. 

27-14  39th  Avenue 

Long  Island  City,  NY  11101 

Felix  Konstandt    Phone:  718-784-2626 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1429 

WADSWORTH/ALERT  LABORATORY 

5405  E.  Schaaf  Rd. 

P.O.  Box  31454 

Cleveland,  OH  44131 

Dale  L.  Mori    Phone:  216-642-9151 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1430 

AMERICAN  TESTING  LABORATORIES,  INC. 
P.O.  Box  102 
Bronx,  NY  10471 

George  Kan     Phone:  212-796-4761 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1431 

ENVIRONMENTAL  PROTECTION  SYSTEMS 

9900-A  Pensacola  Boulevard 

Pensacola,  FL  32514-1246 

Herbert  A.  Johnston     Phone:  904-478-5717 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1432 

TEXACO  CHEMICAL  CO.,  PTS  LABORATORY 

6001  Highway  366 
P.O.  Box  847 

Port  Neches,  TX  77651-0847 

Charles  Sam  Steele     Phone:  409-724-4460 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1433  00 

BALSAM  ENVIRONMENTAL  CONSULTANTS,  INC. 

59  Stiles  Road 
Salem,  NH  03079 

Rebecca  S.  Lawrence     Phone:  603-893-0616 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1433  01 

BALSAM  ENVIRONMENTAL  CONSULTANTS,  INC. 

71  Hospital  Street 

Augusta,  ME  04330 

ReneeTardiff    Phone:  207-623-9188 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1435 

PUBLIC  SERVICE  TESTING  LABORATORIES,  INC. 

37-31  57th  Street 

Woodside,  NY  11377-2439 

Stephen  E.  DiMartino    Phone:  718-476-9202 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1436 

OCCUPATIONAL  HEALTH  TECHNOLOGIES,  INC. 

2802  Janitell  Road,  Suite  A 

Colorado  Springs,  CO  80906 

Roger  Gittel     Phone:  719-540-8511 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1437  00 

NET  MIDWEST,  INC. 

704  Enterprise  Drive 
P.O.  Box  625 

Cedar  Falls,  lA  50613-6907 

Michael  K.  McGee     Phone:  319-277-2401 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1437  01 

NET  MIDWEST,  INC. 

3601  South  Dixie  Drive 

Dayton,  OH  45439 

Ken  Hunt    Phone:  513-294-6856 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1441 

LYLE  LABORATORIES 

1507  Chambers  Road 
Columbus,  OH  43212 

Thomas  R.  Eggers     Phone:  614-488-1022 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1442 

ASBESTECH 

6801  Fair  Oaks  Blvd.,  Suite  H 

Carmichael,  CA  95608 

Tommy  G.  Conlon     Phone:  916-481-8902 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1446 

NATLSCO 

Route  22  and  Kemper  Drive,  K-2 

Long  Grove,  IL  60049-0075 

Joan  A.  Wronski     Phone:  708-540-2488 

PLM  Renewal  Date:  October  1,  1991a 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1447 


AMES  ENVIRONMENTAL  INC. 

3910  Lincoln  Way 
Ames,  lA  50010 

David  K.  Fairchild  Phone:  515-292-3400 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1449 


BAIRD  SCIENTIFIC 

221  W.  Fourth,  Suite  2 

P.O.  Box  842 

Carthage,  MO  64836-0842 

Gaiy  Baird     Phone:  417-358-5567 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1455 

ENTEK  ENVIRONMENTAL  &  TECHNICAL  SERVICES 

185  Jordan  Road 
Rensselaer  Technology  Park 
Troy,  NY  12180 

Jane  M.  Whitehouse     Phone:  518-283-9205 


PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1459  00 


FORENSIC  ANALYTICAL  SPECIALTIES,  INC. 

3777  Depot  Road,  Suite  406 
Hayward,  CA  94545 

Janis  Teichman    Phone:  415-887-8828 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1459  01 

FORENSIC  ANALYTICAL  SPECIALTIES,  INC. 
SOUTHWEST 

19443  Laurel  Park  Road,  Suite  101 

Rancho  Domingues,  CA  90220 

Matilde  Antillon     Phone:  213-763-2374 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1460 

EIS  ENVIRONMENTAL  ENGINEERS,  INC. 

1701  North  Ironwood  Drive 

South  Bend,  IN  46635 

Andris  Rozite    Phone:  219-277-5715 


PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1456 

BDN  INDUSTRIAL  HYGIENE  CONSULTANTS  INC. 
8105  Valleywood  Lane 
Portage,  MI  49002 

Brent  Bassett  Phone:  616-329-1237 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1463  00 

NORTHERN  TESTING  LABORATORIES 

3330  Industrial  Avenue 

Fairbanks,  AK  99701 

Clint  Williams    Phone:  907-456-3116 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1457 

ASSAIGAI  ANALYTICAL  LABORATORIES,  INC. 

7300  Jefferson  NE 

P.O.  Box  90430 

Albuquerque,  NM  87199-0430 

William  P.  Biava    Phone:  505-345-8964 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1458 

ASTECO  INCORPORATED 

140  Telegraph  Road 

P.O.  Box  179 

Middleport,  NY  14105 

Thomas  J.  Spengler    Phone:  716-735-3894 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1463  01 

NORTHERN  TESTING  LABORATORIES 

2505  Fairbanks  Street 
Anchorage,  AK  99503 
Julie  Schaefer    Phone:  907-277-8378 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1464  00 

PACE,  INC. 

1710  Douglas  Drive  North 

Minneapolis,  MN  55422 

Steve  Crupi    Phone:  612-544-5543 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1464  01 

PACE,  INC. 

5460  Beaumont  Center  Blvd. 
Tampa,  FL  33634 

Norma  Plants    Phone:  813-884-8268 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1464  02 

PACE  LABORATORIES,  INC. 

11  Digital  Drive 
Novato,  CA  94949 

Steven  F.  Nackord     Phone:  415-883-6100 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1465 

SIERRA  TECHNICAL  SERVICES,  INC. 

237  Dino  Drive,  Suite  A 

Ann  Arbor,  MI  48103 

Keith  Trombiey    Phone:  313-426-3300 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1468 

WEST-PAINE  LABORATORIES,  INC. 

7979  G.S.R.I.  Avenue 

Baton  Rouge,  LA  70820 

Philip  West     Phone:  504-769-4900 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1469 

PACIFIC  GAS  AND  ELECTRIC  COMPANY 
TECHNICAL  &  ECOLOGICAL  SERVICES 

3400  Crow  Canyon  Road 

San  Ramon,  CA  94583 

Lansing  W.  Wong     Phone:  415-866-5473 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1472 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

4621  S.W.  Kelly  Avenue 

Portland,  OR  97201 

Man  Ninh     Phone:  503-223-1440 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1473 

SMITH-EMERY  COMPANY 

781  East  Washington  Blvd. 

Los  Angeles,  CA  90021  *   .  .,t.-. 

Glenn  Swanson    Phone:  213-749-3411 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1474 

SOUTH  CAROLINA  DEPT.  OF  HEALTH  AND 
ENVIRONMENTAL  CONTROL,  BUREAU  OF  LABS. 
P.O.  Box  2202,  8231  Parklane  Road 
Columbia,  SC  29202 

Edward  R.  Williams    Phone:  803-737-7003 

PLM  Renewal  Date:  October  1,  1991  v  %- 


NVLAP  LAB  CODE  1475 

GANNETT  FLEMING,  INC. 
ENVIRONMENTAL  LAB 

209  Senate  Avenue 

Camp  Hill,  PA  17011 

David  W.  Lane    Phone:  717-763-7211 

PLM  Renewal  Date:  July  1,  1991  r,  ' 


NVLAP  LAB  CODE  1479 

PHOENIX  ENVIRONMENTAL  LABORATORIES 

2000  Lindell  Avenue 

Nashville,  TN  37203-5509 

Tine  Hayes    Phone:  615-298-2065  i  . 

PLM  Renewal  Date:  October  1,  1991  j«    ■  i 


NVLAP  LAB  CODE  1481 

EAST  TEXAS  TESTING  LABORATORY,  INC. 

1717  East  Erwin 
Tyler,  TX  75702 

Brian  Flatt     Phone:  214-595-4421 

.  ,;i<:. 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1482  00 

HANBY  ANALYTICAL  LABORATORIES,  INC. 

4400  South  Wayside,  Suite  107 
Houston,  TX  77087 

John  D.  Hanby    Phone:  713-649-4500 
PLM  Renewal  Date:  July  1,  1991 


1991  NVLAP  DIRECTORY  -  Page  144 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1482  01 

HANBY  ANALYTICAL  LABORATORIES,  INC.  - 
MOBILE  UNIT 

4400  South  Wayside,  Suite  107 
Houston,  TX  77087 

John  D.  Hanby    Phone:  713-649-4500 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1483 

ORTECH  INTERNATIONAL 

Sheridan  Park  Research  Community 

Mississauga,  Ontario 

L5K  1B3,  CANADA 

Kendra  Mclntyre    Phone:  416-822-4111 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1489  00 

TESTING  ENGINEERS  &  CONSULTANTS,  INC. 
1333  Rochester  Rd. 
P.O.  Box  249 
Troy,  MI  48099 

Paul  J.  Owens    Phone:  313-588-6200 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1490  01 

CAM  ENVIRONMENTAL  SERVICES 
9001  .-yrport  Boulevard,  Suite  105 
Houston,  TX  77061 
Julia  Terrell    Phone:  713-944-7480 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1491 

THE  HARTFORD  STEAM  BOILER  INSPECTION  AND 

INSURANCE  COMPANY 

One  State  Street 

Hartford,  CT  06102 

Joanne  M.  Kuvalanka  (PLM)/ 

Bryan  Clark  (TEM)    Phone:  203-722-5476 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1493 

QUEST  ENVIRONMENTAL 

709  W.  International  Airport  Road 

Suite  100 

Anchorage,  AK  99518 

Cheryl  Yates    Phone:  907-563-0050 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1489  01 

TESTING  ENGINEERS  &  CONSULTANTS,  INC. 

3985  Varsity  Drive 

Ann  Arbor,  MI  48108 

Jessica  Kastler    Phone:  313-971-0030 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1496 

TENNESSEE  STATE -PUBLIC  HEALTH  LAB. 
KNOXVILLE  BRANCH  LABORATORY 

1522  Cherokee  Trail 
Knoxville,  TN  37920 
Philip  M.  Baker    Phone:  615-549-5201 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1489  02 

TESTING  ENGINEERS  &  CONSULTANTS,  INC. 
933  West  Jolly  Road 
Lansing,  MI  48909 

Richard  Brege    Phone:  517-887-0628 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1490  00 

CAMTECH,  INC. 

4550  McKnight  Road,  Suite  202 

Pittsburgh,  PA  15237-3162 

Michael  Campbell     Phone:  412-931-1210 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1500 

PHILLIPS  66  COMPANY 

BORGER  REFINERY  &  NGL  PROCESS  CENTER  LAB 

Box  271 

Borger,  TX  79008-0271 

D.  G.  Taylor    Phone:  806-273-2831 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1501 

NEW  YORK  CITY  DEPARTMENT  OF  GENERAL 
SERVICES  LABORATORY 

480  Canal  Street 

New  York,  NY  10013-1803 

Angelo  D.  Pacifico     Phone:  212-925-5406 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1502  00 

SOUTHWESTERN  LABORATORIES,  INC. 

222  Cavalcade 
P.O.  Box  8768 
Houston,  TX  77249 

Russell  J.  DiRaimo    Phone:  713-692-9151 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1509 

NSI-ES  ANALYTICAL  SERVICES  LABORATORY 
2  Triangle  Drive 
P.O.  Box  12313 

Research  Triangle  Park,  NC  27709 
Donald  E.  Smith     Phone:  919-549-0611 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1502  01 

SOUTHWESTERN  LABORATORIES,  INC. -DALLAS 

2575  Lone  Star  Drive 
P.O.  Box  224227 
Dallas,  TX  75222 

Kyle  Burroughs    Phone:  214-631-2700 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1503 

NAC  CORPORATION 

1005  NW  Galveston,  Suite  E 

Bend,  OR  97701-2429 

Dale  A.  Schmidt     Phone:  503-389-9727 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1505 

LOS  ANGELES  UNIFIED  SCHOOL  DISTRICT 

ENVIRONMENTAL  HEALTH  AND  SAFETY  BRANCH 

1425  S.  San  Pedro  St.,  Room  215  (Bl) 

Los  Angeles,  CA  90015 

Jeffrey  B.  Franklin     Phone:  213-742-7371 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1506 

ST.  LOUIS  COUNTY  HEALTH  DEPARTMENT 
ENVIRONMENTAL  HEALTH  LABORATORIES 

111  So.  Meramec 
Clayton,  MO  63105 

Wayne  E.  Black    Phone:  314-854-6830 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1508 

PENSACOLA  P.O.C.,  INC. 

109  South  Second  Street 

Pensacola,  FL  32507 

Barbara  Sviglin     Phone:  904-456-4406 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1510 

FIBERTEC,  INC. 

700  Abbott  Road 

East  Lansing,  MI  48823 

Phillip  A.  Peterson    Phone:  517-351-0345 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  ISIl 

MCMASTER  UNIVERSITY,  OCCUP.  HEALTH  LAB. 

1200  Main  St.  West,  HSC- Room  3H50 

Hamilton,  Ontario 

L8N  3Z5,  CANADA 

D.  K.  Verma     Phone:  416-525-9140 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1514 

ENVIROMED  SERVICES,  INC. 

25  Science  Park  ~ 

New  Haven,  CT  06511 

Joseph  L.  Pasquariello    Phone:  203-786-5580 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1515 

LAW  ENGINEERING,  INC. 

4919  West  Laurel  Street 
Tampa,  FL  33607 

Monte  L.  Hall     Phone:  813-289-0750 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1516 

AETNA  LIFE  &  CASUALTY  CO. 
575  Pigeon  Hill  Road 
Windsor,  CT  06095 

Ethel  T.  Patricio     Phone:  203-683-3647 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1518 

TRUESDAIL  LABORATORIES,  INC.  . 

14201  Franklin  Avenue 
Tustin,  CA  92680 

Karl  W.  Schiller    Phone:  714-730-6239 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1532 

WRIGHT  LAB  SERVICES,  INC. 

34  Dogwood  Lane 

Middletown,  PA  17057 

Francine  Walker    Phone:  717-944-5541 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1521 

CRU  INCORPORATED 

13029  Middletown  Industrial  Blvd,  Ste.  H 
P.O.  Box  24467 
Louisville,  KY  40224 

Donna  M.  Ringo    Phone:  502-244-8844 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1523 

STATE  OF  MARYLAND,  AIR  QUALITY  LAB. 

201  W.  Preston  Street,  Room  6D1 

P.O.  Box  2355 

Baltimore,  MD  21201 

Delores  E.  Willis    Phone:  301-225-6212 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1528 

INDUSTIUAL  HYGIENE  LABORATORY 

340  Kingsland  Street 

Nutley,  NJ  07110-1141 

Yacoub  Doumato     Phone:  201-235-3248 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1529 

PEACH  LABORATORIES,  INC. 

5465  Route  8 

P.O.  Box  338 

Gibsonia,  PA  15044 

John  M.  Lang     Phone:  412-443-9244 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1530 

COUNTY  OF  SAN  DIEGO 

ENVIRONMENTAL  HEALTH  SERVICES 

P.O.  Box  85261 

San  Diego,  CA  92186-5261 

Larry  Marshall     Phone:  619-338-2080 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1534 

DATACHEM  LABORATORIES 

960  West  LeVoy  Drive 

Salt  Lake  City,  UT  84123-2547 

Patricia  Klinger     Phone:  801-266-7700 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1535 

ENVIROCHEM 

762  Downtowner  Loop  West 
P.O.  Box  160012 
Mobile,  AL  36607 

Charles  W.  Smilie     Phone:  205-344-9106 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1536 

EAGLE  INDUSTRUL  HYGIENE  ASSOC.,  INC. 

405  Masons  Mill  Road 
Huntingdon  Valley,  PA  19006-3589 
Donald  P.  Schill     Phone:  215-657-2261 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1538 

MICRO-METHODS,  INC. 

6500  Sunplex  Drive 

Ocean  Springs,  MS  39564 

Thomas  J.  Wilson,  Sr.     Phone:  601-875-6420 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1539 

PUGET  SOUND  NAVAL  SHIPYARD 

Code  134.3 

Bremerton,  WA  98314-5000 

Charles  Laubach     Phone:  206-476-8092 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVIAP  LAB  CODE  NUMBER  (continued) 


NVIAP  LAB  CODE  1541 

MASSACHUSETTS  MATERIALS  RESEARCH 

241  West  Boylston  Street 

P.O.  Box  810 

West  Boylston,  MA  01583 

Donald  Pellegrino    Phone:  508-835-6262 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1542  00 

THE  HARTFORD  STEAM  BOILER  INSPECTION  AND 
INSURANCE  CO. 

1110  North  Post  Oak  Road,  Suite  310 
Houston,  TX  77055 

Michael  A.  Tilton     Phone:  713-956-4896 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1545 

NOVA  ENVIRONMENTAL  SERVICES  INC. 

1107  Hazeltine  Boulevard,  Suite  400 
Chaska,  MN  55318 

Paula  F.  Crowley    Phone:  612-448-9393 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1550 

INTERNATIONAL  ACADEMY  OF  HI-TECH 

SERVICES,  INC. 

1244  Ritchie  Highway,  Suite  6 

Arnold,  MD  21012 

Archie  Barrett    Phone:  301-544-6000 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1551 

CERTIFIED  ENVIRONMENTAL  MANAGEMENT,  LTD. 

2141  Centennial  Road 

P.O.  Box  504 

Salina,  KS  67402-0504 

Brenda  A.  Tolson     Phone:  913-823-0492 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1552 

NORTHEAST  ENVIRONMENTAL  TESTING 
LABORATORIES,  INC. 

51  Sockanossett  Cross  Road 
Cranston,  RI  02920 

Carmine  J.  Spinella    Phone:  401-785-1720 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1553  00 

BARNES  AND  JARNIS,  INC. 

216  Tremont  Street 
Boston,  MA  02116 

Jeanette  M.  Davis    Phone:  617-542-6521 
PLM  Renewal  Date:  October  1,  1991  . 


NVLAP  LAB  CODE  1553  01 

BARNES  AND  JARNIS,  INC. 

373  Park  Avenue,  South 

New  York,  NY  10016-8865 

Jay  Holmes    Phone:  212-532-6433 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1554 

CORE  LABORATORIES 

2417  West  Pinhook  Road 
Lafayette,  LA  70508-3344 
Richard  Tietz    Phone:  318-232-8042 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1555 

THE  TRAVELERS  LOSS  PREVENTION 
&  ENGINEERING  LABORATORY 

248  Constitution  Plaza 

Hartford,  CT  06183-4070 

Thomas  Surveski     Phone:  203-277-7533 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1558 

CON  EDISON 

20th  Avenue  &  21st  Street,  Bldg.  138 
Astoria,  NY  11413 

Hubert  Gordon     Phone:  718-204-4137 
PLM  Renewal  Date:  October  1,  1991  " 


NVLAP  LAB  CODE  1560 

HUNTER,  INC. 

10  Lewis  Street 
P.O.  Box  284 
Lincoln,  MA  01773 

Thomas  A.  Emma     Phone:  617-259-0800 

PLM  Renewal  Date:  October  1,  1991  i  . 

TEM  Renewal  Date:  October  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1565 

NORTHEAST  TEST  CONSULTANTS 
587  Spring  Street 
P.O.  Box  438 
Westbrook,  ME  04092 

Gina  M.  Castronova    Phone:  207-854-3939 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1567 

SOUTH  COAST  AIR  QUALITY  MANAGEMENT  DIST. 
9150  Flair  Drive 
El  Monte,  CA  91731 

Corazon  B.  Choa    Phone:  818-572-6430 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1568 

STANLEY  ENGINEERING,  INC. 
ALPHA  ANALYTICAL  LABORATORIES 
P.O.  Box  18484,  2700  N.W.  39th  Street 
Oklahoma  City,  OK  73112 
Keith  L.  Stanley    Phone:  405-948-6505 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  April  1,  1992 


NVLAP  LAB  CODE  1570 

WALDEMAR  S.  NELSON  AND  COMPANY,  INC. 

1200  St.  Charles  Ave. 

New  Orleans,  LA  70130 

Peter  M.  Smith    Phone:  504-523-5281 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1572 

S.C.  DEPARTMENT  OF  HEALTH  &  ENV.  CONTROL 

DIVISION  OF  AIR  QUALITY  ANALYSIS 

P.O.  Box  2202,  8231  Parklane  Road 

Columbia,  SC  29201 

Gene  G.  Slice  Phone:803-737-7020 

PLM  Renewal  Date:  April  1,  1992 


NVLAP  LAB  CODE  1574 

APEX  ENVIRONMENTAL,  INC. 

15850  Crabbs  Branch  Way,  Suite  300 
Rockville,  MD  20855 

Frank  G.  Fitzpatrick    Phone:  301-417-0200 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1575 

ASBESTOS  LABORATORY  DIVISION-P.H.I. 

132  Oakwood  Road 
Charleston,  WV  25314 

Sherwood  Spencer,  Jr.    Phone:  304-345-7756 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1576  00 

ENVIRONMENTAL  MONITORING  SERVICE,  INC. 

12731  Research  Blvd.,  Bldg.  A 

Austin,  TX  78759-4383 

C.  WadeMulIin  Phone:512-335-9116 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1576  01 

ENVIRONMENTAL  MONITORING  SERVICE,  INC. 

1550  Industrial  Park  Dr. 

Port  Neches,  TX  77627-3118 

Jerry  Blanchard    Phone:  409-727-7778 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1577 

APPLIED  GEOSERVICES,  INC. 

41  Union  Square  West,  Suite  1125 

New  York,  NY  10003-0332 

Jeffrey  A.  Forgang     Phone:  212-633-1113 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1578 

AGX,  INC. 

50  Progress  Avenue 

Zelienople,  PA  16063-1607 

Melinda  Teffeteller    Phone:  412-776-1905 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1579 

OKLAHOMA  STATE  DEPARTMENT  OF  HEALTH 

SPECL\L  HAZARDS  LABORATORY 

P.O.  Box  53551,  1000  N.E.  10th 

Oklahoma  City,  OK  73152 

John  M.  Feero    Phone:  405-271-7003 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1580 

PRECISION  TESTING  LABORATORY,  INC. 

624  NW  5th  Street,  Suite  2 

Moore,  OK  73160-3924 

Jerry  Doyle     Phone:  405-793-1468 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1581 

ARKLATEX  ENVIRONMENTAL  CONSULTANTS,  INC. 

2920  Truly  Lane 

P.O.  Box  17867 

Shreveport,  LA  71138-0867 

William  L.  Wilt     Phone:  318-687-3771 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1585 

PRO-AC  ASBESTOS  SERVICES 

8711  Reading  Road 

Cincinnati,  OH  45215 

Ian  Chavez    Phone:  513-821-0505 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1586 

PARTICLE  DATA  LABORATORIES 

115  Hahn  Street 
Elmhurst,  IL  60126 

John  Aschbacher    Phone:  708-832-5683 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1587 

ENVIRONMENTAL  ENTERPRISE  GROUP,  INC. 

1305  East  Main 

Russellville,  AR  72801 

Anne  Woker    Phone:  501-968-6767 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1588 

SAFETY  UNDERWRITERS  LABORATORY,  INC. 

2260  Rocky  Ridge  Road,  Suite  D 

P.O.  Box  20094 

Birmingham,  AL  35216 

Rebecca  J.  Hicks    Phone:  205-822-3727 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1591 

UNITED  STATES  TESTING  COMPANY,  INC. 

ENVIRONMENTAL  SCIENCES  DIVISION 

3467  Kurtz  Street 

San  Diego,  CA  92110 

Larry  Lindeen     Phone:  619-222-0544 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1592 

INDUSTRLVL  TESTING  LABORATORIES 

50  Madison  Avenue 
New  York,  NY  10010 

Kenneth  J.  Kohlhof    Phone:  212-685-8788 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1593 

FEDERAL  EMPLOYEE  OCCUPATIONAL  HEALTH, 
REGION  VIII-  ASBESTOS  REFERENCE  LAB 

P.O.  Box  25145,  Denver  Fed  Ctr,  BIdg  40 
Denver,  CO  80225 

Douglas  Pickup    Phone:  303-236-0076 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1594 

ENVIRONMENTAL  CONSULTANTS 
1916  N.  12th  Street 
P.O.  Box  2104 
Toledo,  OH  43603 

D.  Matthew  Dick    Phone:  419-241-7127 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1595 

ENVIROTEST,  INC. 

10400  Westoffice  Drive,  Suite  110 

Houston,  TX  77042-5309 

Stuart  C.  Williams     Phone:  713-782-4101 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1599 

U.S.  ARMY  ENVIRONMENTAL  HYGIENE  AGENCY 
HSHB-ML-A 

Aberdeen  Proving  Ground,  MD  21010 
Timothy  Fisher     Phone:  301-671-3269 

PLM  Renewal  Date:  January  1,  1992 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1600 

ASTECH,  INC. 

317  West  Milton  Avenue 

Rahway,  NJ  07065-3205 

Michael  Matarazzo    Phone:  908-396-4455 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1605 

BUCK  ENVIRONMENTAL  LABORATORIES,  INC. 

100  Tompkins  St. 

Cortland,  NY  13045 

John  H.  Buck    Phone:  607-753-3403 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1601 

AIR-QUALITY  ANALYSIS,  INC. 

1337  Perry  Ave. 

Morgantown,  WV  26505 

John  T.  Jankovic    Phone:  304-599-0023 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1602  00 

ESSTEK 

11435  West  1-70  Frontage  Rd.  N 

Wheat  Ridge,  CO  80033 

Robert  A.  Woellner  (PLM)/ 

Kevin  Peters  (TEM)    Phone:  303-425-7038 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1602  01 

ESSTEK 

9041-17  Dice  Rd. 

Sante  Fe  Springs,  CA  90670 

Sharon  Koorda    Phone:  213-944-2520 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1603 

BISON  ENGINEERING  INC. 

30  S.  Ewing 
P.O.  Box  1703 
Helena,  MT  59624 

Wayne  Fletcher    Phone:  406-442-5768 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1604 

BUFFALO  TESTING  LABORATORIES,  INC. 

902  Kenmore  Avenue 
Buffalo,  NY  14216 

Edward  J.  Kris    Phone:  716-873-2302 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1606 

ENVIRONMENTAL  HEALTH  PROTECTION 

CONSULTANTS,  INC. 

801  South  Church  Street 

Mt.  Laurel,  NJ  08054 

Joseph  E.  Wilson    Phone:  609-235-8488 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1607 

UNITEK  ENVIRONMENTAL  CONSULTANTS,  INC. 

2889  Mokumoa  Street 

Honolulu,  HI  96819 

Cathi  L.  Seto    Phone:  808-836-0555 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1608 

BROWARD  COUNTY  OFFICE  OF  NATURAL 

RESOURCE  PROTECTION 

500  S.W.  14th  Court 

Ft.  Lauderdale,  FL  33315-1431 

Kenneth  P.  Larson     Phone:  305-765-4900 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1610 

APPLIED  ENVIRONMENTAL  TECHNOLOGY,  INC. 

501  King  Avenue 

Cherry  Hill,  NJ  08002 

Lee  Anne  Simmler    Phone:  609-486-9200 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1611 

APPLIED  ENVIRONMENTAL  INC. 

11800  Sunrise  Valley  Drive,  Suite  1200 
Reston,  VA  22091 

Jana  H.  Ambrose     Phone:  703-648-0822 
PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1614 

ALCOA  ENVIRONMENTAL  HEALTH  LABORATORY 

ALUMINUM  COMPANY  OF  AMERICA 

Alcoa  Technical  Center 

Alcoa  Center,  PA  15069 

Richard  S.  Danchik    Phone:  412-337-2154 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1617 

UNIVERSITY  OF  WASHINGTON 

DEPT.  OF  ENVIRONMENTAL  HEALTH  (SC-34) 

F-461,  Health  Sciences  Laboratory 

Seattle,  WA  98195 

Lee  E.  Monteith    Phone:  206-543-3261 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1618 

AMBIENT  LAB'S,  INC. 

119  West  23rd  Street,  Suite  407 

New  York,  NY  10011 

William  Esposito    Phone:  212-463-7812 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1619 

TWIN  PORTS  TESTING,  INC. 

1301  North  Third  Street 
Superior,  WI  54880 

Timothy  A.  Buck  Phone:715-392-7114 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1620 

ASSESSMENT  TECHNOLOGIES  INC. 

323  West  39th  Street,  9th  floor 
New  York,  NY  10018 

Wim  T.  van  Middelaar    Phone:  212-564-8222 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1621 

DIVERSIFIED  ENVIRONMENTAL 

TECHNOLOGIES,  INC. 

133  West  Main,  Suite  106 

Oklahoma  City,  OK  73102 

Alan  Busche     Phone:  405-232-4804 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1622 

POWELL  ENVIRONMENTAL  SERVICES,  INC. 
Suite  9A,  Camp  Meeting  Grounds 
Delanco,  NJ  08075 

Michael  D.  Moschella    Phone:  609-764-8886 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1626 

GSC  ENVIRONMENTAL  LABORATORIES,  INC. 

1824  A-3  Wylds  Road 
Augusta,  GA  30909 

Dan  D.  Troutman     Phone:  404-737-0185 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1627 

ACM  LABS,  INC. 

112  West  Broadway 
P.O.  Box  2073 
Fairfield,  lA  52556 

David  Fleshman     Phone:  515-472-7402 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1628 

RAMSEY-SCHILLING  CONSULTING  GROUP,  INC. 

ASBESTOS  ANALYSIS  LABORATORY 

6400  W.  95th  Street 

Overland  Park,  KS  66212 

Debra  Maxwell     Phone:  913-648-6000 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1629 

COMMONWEALTH  OF  PENNSYLVANU 
DEPARTMENT  OF  GENERAL  SERVICES,  LAB.  DIV. 

2221  Forster  Street,  Room  G-28 

Harrisburg,  PA  17125 

John  E.  Fisher     Phone:  717-787-3862 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1631 

HAZTOX/GREENWAY  ENVIRONMENTAL  SYSTEMS 

12822  Gateway  Drive 
Seattle,  WA  98168 

Trevor  Fernandes    Phone:  206-243-6573 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1632 

SOUTHEASTERN  MARINE  CHEMISTS  INC. 

SOUTHEASTERN  CHEMISTS  LABORATORY 

165  Arlington  Rd. 

Jacksonville,  FL  32211 

Joseph  W.  Newton     Phone:  904-725-2040 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1634 

INDUSTRIAL  HYGIENE  &  SAFETY 
TECHNOLOGY,  INC.  (IHST) 

2101  Midway  Road,  Suite  330 

Carrollton,  TX  75006 

Tracy  K.  Bramlett    Phone:  214-392-9340 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1635 

PROFESSIONAL  SERVICE  INDUSTRIES,  INC. 

3901  N.W.  29th  Avenue 
Miami,  FL  33142 

Lawrence  Bergie     Phone:  305-634-3123 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1643 

KASELAAN  &  D'ANGELO  ASSOCIATES,  INC. 

500  Victory  Road,  Suite  270 

Marina  Bay,  MA  02171 

Stephen  Collins    Phone:  617-472-1330 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1646 

EASTERN  ANALYTICAL  SERVICES,  INC. 

4  Westchester  Plaza 

Elmsford,  NY  10523-1601 

Paul  Stascavage     Phone:  914-592-8380 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1647 

MONROE  MONITORING  &  ANALYSIS,  INC. 

1425  Mt.  Read  Blvd. 

Rochester,  NY  14606 

James  G.  Kellas  Phone:716-458-8920 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1649 

ASBESTOS  CONSULTING  &  TESTING 
14953  West  101st  Terrace 
Lenexa,  KS  66215 

Jim  A.  Pickel    Phone:  913-492-1337 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1651 

BRUJOS  SCIENTIFIC  INCORPORATED 

505  Drury  Lane 

Baltimore,  MD  21229 

Robert  Olcerst  Phone:301-566-1177 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1656 

PRECISION  MICRO-ANALYSIS 

5685-A  Power  Inn  Road 

Sacramento,  CA  95824 

J.  Benjamin  Smith     Phone:  916-381-0695 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1658 

WALKER  &  WARD,  INC. 

2803-B  N.  St.  Joseph  Avenue 

Evansville,  IN  47712 

Roger  L.  Ward    Phone:  812-421-1900 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1661 

WEST  ALLIS  MEMORIAL  HOSPITAL 
INDUSTRIAL  TOXICOLOGY  LABORATORY 

8901  West  Lincoln  Avenue 

West  Allis,  WI  53227 

Leon  A.  Saryan     Phone:  414-546-6313 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1669 

COLORADO  STATE  UNIVERSITY 

ASBESTOS  LAB./ENVIRONMENTAL  HEALTH  SERV. 

Fort  Collins,  CO  80523 

Tod  E.  Kramer     Phone:  303-491-6729 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1672 

TC  ANALYTICS,  INC. 

1200  Boissevain  Ave. 
Norfolk,  VA  23507 

Kenneth  T.  White     Phone:  804-627-0400 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1675  00 

PINCHIN  HARRIS  HOLLAND  ASSOCIATES,  LTD. 

Unit  #1  -  3771  North  Fraser  Way 

Burnaby,  B.C. 

V5J  5G5,  CANADA 

Kathleen  A.  Thompson    Phone:  604-433-3201 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1675  01 

PINCHIN  HARRIS  HOLLAND  ASSOCIATES,  LTD. 

200-10720  113th  Street 

Edmonton,  Alberta 

T5H  3H8,  CANADA 

Karen  Bennett    Phone:  403-425-6600 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1680 

ANALYTICAL  SERVICES  CENTER 

1500  W.  Hampden  Ave.,  Bldg.  5-H 

Englewood,  CO  80110 

Dael  O.  Clarkson    Phone:  303-797-4110 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1683 

NEW  YORK  CITY,  DEPARTMENT  OF  SANITATION 
ENVIRONMENTAL  POLICE  LABORATORY 

128  West  17th  Street 
New  York,  NY  10011 
Daniel  Millstone     Phone:  212-240-4800 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1686  00 

ENVIROPACT  INC. 
4790  N.W.  157th  Street 
Miami,  FL  33014 

Rajendranath  Ramnath    Phone:  305-620-1700 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1692 

REED  CITY  HOSPITAL 

7665  Patterson  Rd. 

P.O.  Box  75 

Reed  City,  MI  49677 

Mark  F.  Duval    Phone:  616-832-3271 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1693 

SSI  SERVICES,  INC. 

MS-340 

Arnold  AFB,  TN  37389-9998 

Jim  Thomas    Phone:  615-454-6578 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1699 

ESSTEK 

9041-17  Dice  Road 

Santa  Fe  Springs,  CA  90670 

Sharon  Koorda     Phone:  213-944-2520 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1700 

ESSTEK 

17960  Englewood  Drive,  Suite  E 
Middleburg  Heights,  OH  44130 
Alan  Resnik     Phone:  216-826-4220 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1701 

SHELL  DEVELOPMENT  COMPANY 
INDUSTRIAL  HYGIENE  LABORATORY 
P.O.  Box  1380 
Houston,  TX  77251 

JohnW.  Koehn  Phone:713-493-7651 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1702 

COMPREHENSIVE  ANALYTICAL  GROUP,  INC. 
147  Midler  Park  Drive 
Syracuse,  NY  13206-1817 
Valerie  J.  Lare  (PLM)/ 

James  A.  Mitchell  (TEM)    Phone:  315-432-0855 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1703 

NATIONAL  ENFORCEMENT  INVESTIGATIONS 
CENTER- U.S.  EPA 
Box  25227  Bldg.  53,  Denver  Federal  Ctr. 
Denver,  CO  80225 

Douglas  S.  Kendall     Phone:  303-236-9966 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1704 

ALLEGHENY  ASBESTOS  ANALYSIS,  INC. 
300  Mt.  Lebanon  Blvd.,  Suite  317 
Pittsburgh,  PA  15234-1501 
Tammy  J.  Seller    Phone:  412-563-3744 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1705 

HAVENS  LABORATORIES,  INC. 

1130  East  Market  Street 

Charlottesville,  VA  22901 

Henry  Boyter    Phone:  804-293-6000 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1706 

MIDWESTERN  TESTING  LABS,  INC. 
54  1/2  N.  Main  Street 
Fairfield,  lA  52556 

Dennis  S.  Greenley    Phone:  515-472-1881 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1707 

HUEY,  MARTIN  &  ASSOCIATES,  INC. 

6047  Cambridge  Drive 

P.O.  Box  13468 

Alexandria,  LA  71315-3468 

Thomas  W.  Marine    Phone:  318-442-7220 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1708 

MEDLAB  ENVIRONMENTAL  TESTING,  INC. 

P.O.  Box  2045 

Wilmington,  DE  19899 

Mary  Ann  Hogan    Phone:  302-655-5227 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1710 

RAINBOW  ENVIROCHEM,  INC. 

9903  Pflumm  Road 

Lenexa,  KS  66215-1222 

Kenneth  T.  Yue    Phone:  913-894-1616 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1712 

TAYLOR  ENVIRONMENTAL  GROUP,  INC. 

110  Jericho  Turnpike 

Floral  Park,  NY  11001 

Susan  Haiken     Phone:  516-358-2955 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1715 

OCCUPATIONAL  HYGIENE  INC. 

9024  Garland  Road 
P.O.  Box  181796 
Dallas,  TX  75218 

Virginia  Wheeler    Phone:  214-324-3813 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1721 

INDEPENDENT  TESTING  &  CONSULTATION,  INC. 
P.O.  Box  539 
Holmdel,  NJ  07733 

Anthony  Matthews    Phone:  201-583-2538 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1724 

TAKA  ASBESTOS  ANALYTICAL  SERVICES,  INC. 

8  Pine  Hill  Court 

Northport,  NY  11768 

Thomas  A.  Kubic     Phone:  516-261-2117 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1727 

SUBURBAN  ENVIRONMENTAL  CONSULTANTS  LTD. 

18031  Dixie  Highway 
Homewood,  IL  60430 

Heniy  G.  Gooday,  Jr.    Phone:  708-206-1122 
PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1729 

OCCUPATIONAL  SAFETY  AND  HEALTH 
CONSULTANTS 
208  N.  Armstrong 
Bixby,  OK  74008 

Rick  Freiling    Phone:  918-366-4834 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1730 

APPLIED  PETROGRAPHY,  INC. 

8520-E  Sorensen  Avenue 

Santa  Fe  Springs,  CA  90670 

Marian  Wrage    Phone:  213-945-3468 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1732 

UNITED  ANALYTICAL  SERVICES,  INC. 

4413  W.  Roosevelt  Road,  Suite  108 
Hillside,  IL  60162 

Patrick  E.  Fosnacht    Phone:  708-449-0070 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1734 

MICROANALYSIS  LABORATORY,  INC. 

5220  McKinney  Avenue,  Suite  200 

Dallas,  TX  75205-3353 

Carolyn  W.  Jones    Phone:  214-528-4800 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1735 

JIMMIE  ANN  BOLTON 

818  Walnut  Creek  Drive 
Austin,  TX  78753 

Jimmie  Ann  Bolton    Phone:  512-835-6892 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1738 

REYNOLD'S  ELECTRICAL  &  ENGINEERING  CO. 

P.O.  Box  98521,  M/S  706 

Las  Vegas,  NV  89193-8521 

Glen  A.  Clark    Phone:  702-295-6379 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1740 

HECO  SAFETY  DIVISION 
INDUSTRL\L  HYGIENE  SECTION 

820  Ward  Avenue 

Honolulu,  HI  96813 

Joana  L.  Taba    Phone:  808-543-7386 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1742 

BRISTOL-MYERS-SQUIBB 

2400  W.  Lloyd  Expressway 

Evansville,  IN  47721-0001 

Vilma  E.  Gaines    Phone:  812-429-7847 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1747 

SOUTHWEST  HAZARD  CONTROL,  INC. 

5400  W.  Massingale  Road  ,,: 

Tucson,  AZ  85743-9620 

John  B.Lewis    Phone:  602-744-1060 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1748 

GEOTECHNICAL-ENVIRONMENTAL  LABS,,  INC. 

7801  N.  Lamar,  Suite  185E 
Austin,  TX  78752 

Billie  Marie  Veach     Phone:  512-454-5222 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1749 

COMMONWEALTH  EDISON  COMPANY 
SYSTEM  MAT'LS  ANALYSIS  DEPT.,  CHEM.  LAB. 

1319  S.  First  Avenue 
Maywood,  IL  60153 

Bernard  W.  Piechalak    Phone:  312-450-5436 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1750 

ENVIRO  RESEARCH 

233  Main  Street  j  ; 

P.O.  Box  11000  ^  ,.• 

New  Britain,  CT  06050-2350 
Arthur  C.  Cosmas    Phone:  203-229-9000 

.     ■    •  '■'       .  '• 

PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.    USTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1751 

NORTHROP  CORPORATION 
ENVreONMENTAL  HEALTH  LABORATORY 

One  Northrop  Avenue,  Dept.  1610/23 

Hawthorne,  CA  90250-3277 

Jean  E.  Scott    Phone:  213-331-7200 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1754 

MATERL^LS  TESTING  CONSULTANTS,  INC. 

693  Plymouth,  N.E. 

Grand  Rapids,  MI  49505 

Judson  N.  Sorensen  (PLM)/ 

Andrew  Smith  (TEM)     Phone:  616-456-5469 

PLM  Renewal  Date:  January  1,  1992 
TEM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1755 

B&D  MATERL\LS  TESTING  CORPORATION 

65  West  37th  Street,  4th  Floor 

New  York,  NY  10018 

John  W.  Daniel     Phone:  212-768-1096 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1757 

ASBESTOS  MANAGEMENT,  INC. 

36700  South  Huron  Road,  Suite  104 

New  Boston,  MI  48164-9513 

Shaheen  Masood     Phone:  313-961-6135 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1758 

E  &  A  ENVIRONMENTAL  SERVICES 

16617  Bellflower  Blvd. 
Bellflower,  CA  90706 

Ebbiteanga  I.  Abili     Phone:  213-925-5080 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1759 

EG&G  FLORIDA,  INC. 
PLM  LABORATORY 

P.O.  Box  21296-  BOC-022 

Kennedy  Space  Center,  FL  32815 

Patricia  L.  Colomore     Phone:  407-867-2400 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1761 

ACCUMIN  ANALYSIS,  INC. 

323  Hollyvale  Drive 
Houston,  TX  77060 

William  A.  McHale    Phone:  713-931-1131 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1762 

GENERAL  MOTORS  INDUSTRIAL  HYGIENE 

3-229  RAB,  GM  Technical  Center 

Warren,  MI  48090-9055 

Marlaine  B.  Cermak    Phone:  313-986-1051 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1767 

CASCADE  ANALYTICAL  SERVICE 

3640  S.  Cedar  Street,  Suite  O 

Tacoma,  WA  98409 

Juin  TeVrucht     Phone:  206-472-6909 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1768 

CAROLINA  ENVIRONMENTAL 

2500  Gateway  Center  Blvd.,  Suite  900 

Morrisville,  NC  27560 

Michael  Jones    Phone:  919-481-4008 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1769 

SONORAN  DESERT  LABORATORIES,  INC. 

2425-A  N.  Huachuca  Drive 
Tucson,  AZ  85745 

Francisco  Mendoza     Phone:  602-624-9365 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1770 

HANLON  LABORATORIES 

8801  Folsom  Blvd.,  Suite  145 

Sacramento,  CA  95826 

Victoria  H.  Nabavi     Phone:  916-386-2153 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1771 

NATIONAL  ENVIRONMENTAL  SERVICES,  INC. 

4340  North  Campbell  Avenue,  Suite  266 
Tucson,  AZ  85718 

John  McLean  Phone:  602-790-4491 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1772 

SURVEY  MANAGEMENT  AND  DESIGN 

2506  35th  Avenue  S.W. 
Fargo,  ND  58104-8807 
Joan  Vick    Phone:  701-234-9556 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1773 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC. 

725  Greenwich  St.,  #300 
San  Francisco,  CA  94133 
Cabe  Silverhame     Phone:  415-986-6872 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1774 

HAYDEN  ENVIRONMENTAL  GROUP,  INC. 

6015  Manning  Road 
Miamisburg,  OH  45342 
David  T.  Robinson  (PLM)/ 

Gregory  Lanchman  (TEM)     Phone:  513-866-5908 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1775 

EVANS  ENVIRONMENTAL  &  GEOLOGICAL  SCIENCE 
AND  MANAGEMENT,  INC. 
2631  SW  27  Street 
Miami,  FL  33133 

Charles  C.  Evans    Phone:  305-856-7458 

PLM  Renewal  Date:  January  1,  1992 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1777 

DAMES  &  MOORE 

12  Commerce  Drive 

Cranford,  NJ  07016-1101 

Margaret  M.  Lynch     Phone:  201-272-8300 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1778 

ENVIRONMENTAL  LABORATORIES,  INC. 

9211  Burge  Avenue 

Richmond,  VA  23237 

Terry  W.  Hall     Phone:  804-271-3440 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1779 

TTL,  INC. 

3516  Greensboro  Avenue 

P.O.  Box  1128 

Tuscaloosa,  AL  35401-1128 

Jack  E.  Davis    Phone:  205-345-0816 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1780 

STRUCTURE  PROBE  INC. 

569  E.  Gay  Street 
P.O.  Box  656 

West  Chester,  PA  19381-0656 

M.  Kim  Royer    Phone:  215-436-5400 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1781 

COVINO  ENVIRONMENTAL  CONSULTANTS,  INC. 
12  Walnut  Hill  Park 
Woburn,  MA  01801 

Samuel  J.  Covino,  Jr.     Phone:  617-933-2555 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1782 

NORTH  AMERICAN  ANALYTICAL  LABS.,  INC. 

P.O.  Box  6865,  154  Caddo  Drive 
Abilene,  TX  79608 

Denny  E.  Walker    Phone:  915-691-0172 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1783 

MCCLARA  LABORATORY 

3560  Business  Drive,  Suite  116 

Sacramento,  CA  95820 

Michael  J.  McClara    Phone:  916-451-7244 

PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1784 

MOUNTAINEER  TESTING  LABORATORIES,  INC. 

425-1/2  North  Jefferson  St. 

P.O.  Box  767 

Lewisburg,  WV  24901 

Rob  Dillon    Phone:  304-645-7114 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1785 

ENVIRONMENTAL  SERVICES  INC. 

6246  Joliet  Road 
P.O.  Box  385 

Western  Springs,  IL  60558-0385 

Hugh  A.  Flack,  Jr.     Phone:  708-354-7121 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1790 

AER-AQUA  LABORATORIES,  INC. 

8275  El  Rio,  Suite  180 

P.O.  Box  300527 

Houston,  TX  77230-0527 

J.  Parker  Forsman    Phone:  713-741-2033 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1791 

PHOENIX  SAFETY  ASSOCL\TES,  LTD. 
35  West  31st  Street 
New  York,  NY  10001 

Anthony  A.  Fuscaldo    Phone:  212-268-0600 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1792 

META,  INC. 

901  Kentucky  Street,  Suite  203 
Lawrence,  KS  66044 

T.  Bradford  Mayhew     Phone:  913-842-6382 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1793 

A  &  B  ENVIRONMENTAL  SERVICES,  INC. 

15371  Woodforest  Blvd. 

Channelview,  TX  77530 

Ram  Ramakrishnan     Phone:  713-457-6608 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1796 

SCHWEIGER  &  ASSOCLVTES,  INC. 
106  Hamby  Road,  SE 
Marietta,  OA  30067 

Patrick  J.  Schweiger    Phone:  404-565-9253 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1803 

CAM  LAB 

9501  Slauson  Avenue 

Pico  Rivera,  CA  90660 

Michael  R.  Tiffany     Phone:  213-942-8668 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1805 

ANALYTICAL  LABS 

218  Market  Street 
Baird,  TX  79504 

Bob  Dye    Phone:  915-854-1264 
PLM  Renewal  Date:  April  1,  1992 


NVLAP  LAB  CODE  1807 

ENVIRONMETEO  SERVICES,  INC. 

94-463  Ukee  Street,  Suite  A 

Waipahu,  HI  96797 

Clifford  How     Phone:  808-671-8383 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1808 

ENVIRONMENTAL  COMPLIANCE  LABORATORIES 

214  Marcus  Blvd. 

Hauppauge,  NY  11788 

John  Springston     Phone:  516-273-3150 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1809 

HMMI- ANALYTICAL  SERVICES  DIVISION 

2517  Seiferth  Road 

Madison,  WI  53716-3302 

Jonathan  Patlak    Phone:  608-221-4027 

PLM  Renewal  Date:  January  1,  1992 
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INDEX  D.    LISTING  BY  NVIAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1811 

PAT  SERVICES 

133  Hollywood 

Creve  Coeur,  IL  61611 

Cheryl  J.  McGinnis    Phone:  309-698-0703 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1812 

NASSAU  COUNTY  DEPT.  OF  HEALTH 
DIVISION  OF  LABS  &  RESEARCH 

209  Main  Street 

Hempstead,  NY  11550 

Robert  Porter    Phone:  516-483-9158 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1813  00 

MICROTEC  LABORATORIES,  INC. 

4221  Lake  Street 

P.O.  Box  486 

Bridgman,  MI  49106 

Leslie  A.  Eber    Phone:  800-228-5748 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1813  01 

MICROTEC  LABORATORIES,  INC. 
D.C.  COOK  NUCLEAR  PLANT 

One  Cook  Place 

Bridgman,  MI  49106 

Phillip  Miller    Phone:  616-465-6396 

PLM  Renewal  Date:  January  1,  1992 


NSIAP  LAB  CODE  1814 

PARKLAND  LABORATORIES 

2935  Clearlake  Avenue 
Springfield,  IL  62702 

Jeffrey  W.  Shourd    Phone:  217-525-2935 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1817 

BROOKHAVEN  NATIONAL  LABORATORY 
SAFETY  &  ENVIRONMENTAL  PROTECTION  DIV. 

Building  535A 
Upton,  NY  11973 

Seshu  Chalasani    Phone:  516-282-7044 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1818 

THE  OHIO  DEPT.  OF  HEALTH  LABORATORIES 

1571  Perry  Street 

P.O.  Box  2568 

Columbus,  OH  43216-2568 

Gary  D.  Davidson     Phone:  614-421-1078 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1819 

PARADIGM  E>mRONMENTAL  SERVICES,  INC. 

961  Lyell  Avenue,  Bldg.  2,  Suite  8 
Rochester,  NY  14606 

Jacqueline  A.  Sipples    Phone:  716-647-2530 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1820 

ADVANCED  ANALYTICAL  LABORATORIES,  INC. 

30th  and  North  Church  Streets  .  , 

Hazleton,  PA  18201 
Steven  L.  Hahn  (PLM)/ 

Donald  J.  Sabatine  (TEM)    Phone:  717-455-5115 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1821 

CONOCO  ANALYTICAL  LABORATORY 

1000  S.  Pine  St. 

P.O.  Box  1267  ^ 

Ponca  City,  OK  74603-1267 

Marvin  R.  Appel     Phone:  405-767-3852 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1823 

ADIRONDACK  ENVIRONMENTAL  SERVICES,  INC. 

314  North  Pearl  Street 
Albany,  NY  12207 

Thomas  K.  Hare    Phone:  518-785-0128 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  April  1,  1992 


NVLAP  LAB  CODE  1827  00 

INDUSTRIAL  HYGIENE/NEW  ENGLAND,  INC. 

121  Main  Street 

Biddeford,  ME  04005 

Stephen  Badger    Phone:  207-282-1912 

PLM  Renewal  Date:  October  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1827  01 

INDUSTRUL  HYGIENE/NEW  ENGLAND,  INC. 
157  Park  Street 
Bangor,  ME  04401 

Joanna  Eaton  Phone:  207-947-6645 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1828 

TEM  ANALYTICS,  INC. 

3433  East  Fort  Lowell  Road,  Suite  105 
Tucson,  AZ  85716 

Mary  W.  Gaylord    Phone:  602-795-7000 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1829  00 

ENVIRONMENTAL  SCIENCE  &  ENGINEERING,  INC. 
1205  E.  International  Airport  Rd. 
Suite  100 

Anchorage,  AK  99518-1409 
BillWaite    Phone:  907-561-3055 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1832 

ARC  LABORATORIES 

216  Demers  Avenue 
Suite  G  &  I 

Grand  Forks,  ND  58201 

Joseph  J.  Worman    Phone:  701-772-6496 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1842 

NEBRASKA  DEPARTMENT  OF  HEALTH  LABS 

3701  South  14th  Street 

Lincoln,  NE  68502 

John  Blosser    Phone:  402-471-2122 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1843 

DYNAMAC  INTERNATIONAL 

11140  Rockville  Pike 
Rockvilie,  MD  20852 
Robert  Reisdorf    Phone:  301-468-2500 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1845 

ALLIED  ENGINEERING,  INC.  DBA 

ENGINEERED  ENVIRONMENT  ASSOCIATES 

1  Higgins  Street 

Augusta,  ME  04330 

Gary  M.  Bates    Phone:  207-623-9299 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1846 

ARIZONA  DEPARTMENT  OF  HEALTH  SERVICES 
1520  West  Adams  Street 
Phoenix,  AZ  85007 

Thomas  S.  Davis    Phone:  602-542-1188 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1847 

LAW  ENGINEERING 

4465  Brookfield  Corporate  Drive 
Chantilly,  VA  22021 

Charlotte  J.  Maddox    Phone:  703-968-4700 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1848 

ENVIRONMENTAL  TESTING,  INC. 

100  S.  Cass  Street 
P.O.  Box  138 

Middietown,  DE  19709-0138 

Gary  A.  Hayes    Phone:  302-378-9881 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1849 

THERMO  ANALYTICAL,  INC/ERG 

525  Avis  Drive,  Suite  7 

Ann  Arbor,  MI  48108 

Fred  Fenner    Phone:  313-662-3104 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1850 

ENVIRONMENTAL  MANAGEMENT,  INC. 

P.O.  Box  41807 

Sacramento,  CA  95841 

Donald  A.  Johnson    Phone:  916-348-3405 

PLM  Renewal  Date:  April  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1853 

RCM  LABORATORIES,  INC. 

9431  W.  Ogden  Ave.,  Suite  2E 
Brookfield,  IL  60513 

Colleen  M.  Riefke     Phone:  708-485-8600 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1855 

ANALYTICAL  INDUSTRIES,  INC. 

815  Abell  Street 

P.O.  Box  3327 

Paducah,  KY  42001 

Steve  Stamper    Phone:  502-442-2050 

PLM  Renewal  Date:  April  1,  1992 


NVLAP  LAB  CODE  1857 

ANALYTICAL  &  FORENSIC  ASSOCIATES 

1913  Capri  Drive 

Huntsville,  AL  35811 

John  H.  Kilboum     Phone:  205-536-2021 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1860 

ENVIRONMENTAL  LABORATORIES,  INC. 

2496B  Tuckerstone  Parkway 
Tucker,  GA  30084 

Glenn  B.  Wallace    Phone:  404-938-6819 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1861 

HEALTHY  BUILDINGS  INTERNATIONAL  LAB-USA 

10378  Democracy  Lane 
Fairfax,  VA  22030-2522 
Peter  Binnie     Phone:  703-352-0102 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1862 

GRANITE  CITY  STEEL  COMPANY 

DEPT.  OF  ENVIRONMENTAL  QUALITY  CONTROL 

20th  &  State  Streets 

Granite  City,  IL  62040 

Douglas  A.  Stracke     Phone:  618-451-3461 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1864  00 

DESIGN  FOR  HEALTH,  INC. 

1516  W.  Redwood,  Suite  104 

San  Diego,  CA  92101 

KabirShefa     Phone:  619-291-1777 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1864  01 

DESIGN  FOR  HEALTH,  INC. 

1005  Towne  Avenue,  Suite  B  ^ 

Los  Angeles,  CA  90021 

AlmaM.  Alegre    Phone:  619-291-1777 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1865 

AMOCO  OIL  COMPANY -WHITING  REFINERY 
LABORATORY  SERVICES  DIVISION 
2831  Indianapolis  Boulevard 
Whiting,  IN  46394 

Shabbir  A.  Chaudhry    Phone:  219-473-3119 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1866 

KANSAS  DEPT.  OF  HEALTH  &  ENVIRONMENT 
TOXICOLOGY  SECTION,  DIV.  OF  LABS.  &  RES. 

Bldg.  740,  Forbes  Field 
Topeka,  KS  66620-0001 
Roger  H.  Carlson     Phone:  913-296-1620 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1868 

AIRESEARCH,  INC. 

2969  N.  114th  Street 

Wauwatosa,  WI  53222-4294 

Susan  Burgmeier-Rohr     Phone:  414-476-3131 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1869 

NORTHWEST  ENVIROCON,  INC. 

7410  Delaware  Lane 

Vancouver,  WA  98664 

E.  Gerald  Pires     Phone:  206-699-4015 

PLM  Renewal  Date:  January  1,  1992 


1991  NVLAP  DIRECTORY -Page  162 


(See  "How  To  Use  This  Directory"  on  page  7.) 


INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1870 

SUN  CITY  ANALYTICAL,  INC.  ^ 

6028  Surety  Drive,  Suite  204 

EI  Paso,  TX  79905-2009 

Priscilla  Acuna    Phone:  915-772-7850 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1871 

APOLLO  ENVIRONMENTAL,  INCORPORATED 

11553  U.S.  Highway  41,  South 

Gibsonton,  FL  33534-0239 

Patricia  Mitchell    Phone:  813-671-3999 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1872 

MICRO  ANALYTICAL  LABORATORIES,  INC. 

5900  Mollis  Street,  Suite  M 
Emeryville,  CA  94608 

Bradley  G.  Erskine    Phone:  415-653-0824 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1873 

PROBE  TESTING  LABORATORY 

1804  Texas  Avenue 
El  Paso,  TX  79901 

Lawrence  R.  Sperberg    Phone:  915-544-7148 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1874  00 

WESTINGHOUSE  ENVIRONMENTAL  AND 
GEOTECHNICAL  SERVICES,  INC. 

1234  Columbia  Drive  SE 

Richland,  WA  99352 

Carlton  C.  Allen  Phone:509-735-3211 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1875 

STIERS  ELECTRON  MICROSCOPY,  INC. 
3035  NW  63rd  Street,  Suite  150 
Oklahoma  City,  OK  731 16 
David  L.  Stiers    Phone:  405-842-2707 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1876 

NEW  JERSEY  STATE  DEPARTMENT  OF  HEALTH 
DIVISION  OF  PUBLIC  HEALTH  &  ENV.  LABS. 
CN360 

Trenton,  NJ  08625 

Charles  Guyton    Phone:  609-984-6056 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1878 

ENVIRONMENTAL  ANALYTICS,  INC. 

18126  Ammi  Trail 
Houston,  TX  77060 

Harry  W.  Petersen    Phone:  713-821-0994 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1880 

CUESTA  ENVIRONMENTAL  INC. 

4524  Avenue  C 
Austin,  TX  78751 

Larry  Isgur  Phone:  512-467-2090 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1881 

EAST  COAST  ANALYTICAL  LABORATORY  INC. 

6  Oak  Creek  Drive 

South  Burlington,  VT  05403 

Lucie  Jean     Phone:  802-863-4456 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1874  01 

WESTINGHOUSE  ENV.  &  GEOTECH.  SVCS.,  INC. 
KENAI  PENINSULA  BOROUGH  MAINTENANCE 
47140  Poppy  Lane 
Soldotna,  AK  99669 

Larry  D.  Lockard     Phone:  509-735-3211 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1882 

ENVIRONMENTAL  HAZARDS  SERVICES,  INC. 

10  Industrial  Highway 

P.O.  Box  M/S  26 

Philadelphia,  PA  19113 

Jack  Carney    Phone:  215-521-5467 

PLM  Renewal  Date:  January  1,  1992 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1884 

CONCORD  ANALYSIS,  INC. 

9960  Canoga  Ave.,  Suite  D8 
Chatsworth,  CA  91311-6704 
Johanna  Fann    Phone:  818-407-0128 

PLM  Renewal  Date:  January  1,  1992 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1886 

PREZANT  ASSOCUTES,  INC. 

711  Sixth  Avenue  North,  Suite  200 

Seattle,  WA  98109 

MunafKhan    Phone:  206-281-8858 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1887 

ASBESTOS  ANALYTICAL  LABORATORY,  INC. 

6900  Phillips  Highway,  Suite  3 

Jacksonville,  FL  32216 

Lisa  Marie  Emmel     Phone:  904-636-0644 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1888 

NEW  YORK  CITY  ASBESTOS  CONTROL  PROGRAM 
BUREAU  OF  AIR  RESOURCES 

295  Lafayette  Street,  5th  Floor 
New  York,  NY  10012 

Leonard  Atteloney    Phone:  212-323-8657 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1890 

MOUNTAIN  LABORATORIES 

430  Ryman 
Missoula,  MT  59802 

Wade  K.  Johnston     Phone:  406-728-7767 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1891 

ASBESTOS  TEM  LABORATORIES,  INC. 

1409  Fifth  Street 
Berkeley,  CA  94710 

R.Mark  Bailey    Phone:  415-528-0108 

PLM  Renewal  Date:  July  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1893 

SE  TECHNOLOGIES,  INC. 

1370  Washington  Pike 
Bridgeville,  PA  15017 
Donald  L.  Landon    Phone:  412-257-6045 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1894 

MIDWEST  LABORATORIES  INC. 

6246  Joliet  Road,  Suite  One  > 

Countryside,  IL  60525 

James  P.  Hahn    Phone:  312-354-7117 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1895 

MCCALL  AND  SPERO  ENVIRONMENTAL,  INC. 

13005  Middletown  Industrial  Blvd. 

Suite  H  - 

Louisville,  KY  40223 

David  A.  Spero    Phone:  502-244-7135 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1896  00 

RESERVOIRS  ENVIRONMENTAL  SERVICES,  INC. 
1827  Grant  St. 

Denver,  CO  80203  -  ^ 

Jeanne  Orr    Phone:  303-830-1986  * 

TEM  Renewal  Date:  July  1,  1991  '  ■'■ 


NVLAP  LAB  CODE  1896  01 

RESERVOIRS  ENVIRONMENTAL  SERVICES,  INC. 

1147  Brittmore  Road,  Suite  112 
Houston,  TX  77043 

Richard  Harding    Phone:  713-932-0015 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1897 

SAN  FRANCISCO  DEPARTMENT  OF  PUBLIC  HLTH. 
TOXICOLOGY  LABORATORY 

1001  Potrero  Ave.,  Bldg.  30,  Rm.  3501 
San  Francisco,  CA  941 10 
JohnOsterloh     Phone:  415-821-5155 

PLM  Renewal  Date:  January  1,  1992 
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INDEX  D.    LISTING  BY  NVIAP  LAB  CODE  NUMBER  (continued) 


NVIAP  LAB  CODE  1898 

BATTELLE  COLUMBUS  DIVISION 

505  King  Avenue 

Columbus,  OH  43201 

Julius  S.  Ogden    Phone:  614-424-5287 

TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1899 

BIOSCREEN  TESTING  SERVICES,  INC. 

3892  Del  Amo  Blvd.,  #707 
Torrance,  CA  90503 

Bradford  L.  Rope    Phone:  213-214-0043 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1901 

ELECTRO-ANALYTICAL  LABORATORIES 

1100  Lake  Street,  Suite  LL40 

Oak  Park,  IL  60301-1035 

Chuck  Rothschild    Phone:  708-848-6662 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1902 

E.  M.  ANALYTICAL,  INC. 

8000  North  Ocean  Drive 
Dania,  FL  33004 

Pat  Biackwclder  Phone:305-751-1184 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1904 

SCIENTIFIC  LABORATORIES,  INC. 

463  Southlake  Boulevard 
Richmond,  VA  23236 

Robert  E.  Tompkins     Phone:  804-379-1084 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1905 

GERALD  GARRETT  LABORATORIES,  INC. 
1150  Empire  Central  PL,  Suite  #118 
Dallas,  TX  75247 

Jesse  Flores    Phone:  214-631-4160 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1906 

PROFESSIONAL  LAB  SERVICES,  INC. 
520  East  Allen 
Springfield,  IL  62703 

Robert  Carmody,  Jr.    Phone:  217-744-7407 
PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1907 

AMER-TEM 

783  East  Evelyn  Avenue 

Sunnyvale,  CA  94086 

PeichingLing    Phone:  408-738-3033 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1909 

ANALYTICAL  LABS  SAN  FRANCISCO 

467  Potrero  Ave. 

San  Francisco,  CA  94110 

OlgaKist    Phone:  415-552-4595 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1910 

PBS  ENVIRONMENTAL 

1220  S.W.  Morrison,  Suite  500 

Portland,  OR  97205-2296 

Sheila  Monroe    Phone:  503-248-1939 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1911 

ENTER  LABORATORY 
P.O.  Box  780 

Mabelvale,  AR  72103-0780 

Robin  Harrison     Phone:  501-455-1316 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1912 

nNE  BEAM  ANALYTICAL,  INC. 

1020  North  Broadway,  Suite  200 

Milwaukee,  WI  53202 

James  P.  DiOrio    Phone:  414-225-6162 

TEM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1913 

EATECH  LABORATORIES,  INC. 

Room  517,  Volker  Hall 

UAB  Station,  Box  302 

Birmingham,  AL  35294 

Betty  A.  Cox     Phone:  205-934-2054 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1914 

MICRO-ANALYTICS,  INC. 

6309  Fern  Valley  Pass,  Suite  102 
Louisville,  KY  40228 

Winterford  Mensah     Phone:  502-964-8737 
TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1915 

ELECTRON  MICROSCOPY  CENTER,  TTUHSC 

3601  4th  Street 
Lubbock,  TX  79430 

Charles  J.  Butterick    Phone:  806-743-2706 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1917 

DATACHEM  LABORATORIES 

4388  Glendale  Milford  Road 

Cincinnati,  OH  45242 

Charles  L.  Geraci    Phone:  513-733-5336 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1918 

SPENCER  TESTING  SERVICES -TEM  LAB 

Route  3,  Barr  Cut  Road 
P.O.  Box  429 
Spencer,  WV  25276 

Robert  A.  Theys    Phone:  304-927-3359 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1919 

ATLANTIC  ENVIRONMENTAL  CONSULTANTS 

760  Mullet  Drive 

Cape  Canaveral,  FL  32920 

Jean  P.  Commerford-Robinson  Phone:  407-868-1611 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1922 

DETAIL  ASSOCLVTES,  INC. 
650  William  Pitt  Way 
Pittsburgh,  PA  15238 

Tonya  Neidermeyer    Phone:  412-826-3166 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1925 

AMS  MATERL\L  SERVICES,  INC. 

6950  Portwest,  Suite  190 
Houston,  TX  77024 

Jaye  R.  Stanley    Phone:  713-880-0161 

PLM  Renewal  Date:  April  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1926 

T.  J.  WHITE'S  ENVIRONMENTAL  MANAGEMENT 

CONSULTANTS 

10805  N.  71st  Way,  Suite  D 

Scottsdale,  AZ  85254 

Tjuana  E.  White    Phone:  602-443-8306 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1927 

AIP  ENVIRONMENTAL  LABORATORY 

DIVISION  OF  ASSOCIATES  IN  PATHOLOGY  P.A. 

P.O.  Box  21246 

Baltimore,  MD  21228 

Bob  Pendergrass    Phone:  301-328-7903 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1929 

PROFESSIONAL  TESTING  LABORATORIES,  INC. 

18  Seaview  Boulevard 

Port  Washington,  NY  11050 

William  J.  McLean     Phone:  516-484-7878 

PLM  Renewal  Date:  October  1,  1991 
TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1931 

MICHIGAN  STATE  UNIVERSITY 
GEOLOGY  DEPARTMENT 

206  Natural  Science  Building 

East  Lansing,  MI  48824 

Robert  D.  Harris    Phone:  517-353-7235 

PLM  Renewal  Date:  July  1,  1991 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1932 

MCLAREN  ANALYTICAL  LABORATORY 

11101  White  Rock  Road 

Rancho  Cordova,  CA  95670 

Shakoora  S.  Azimi     Phone:  916-638-3696 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1933 

NTH  CONSULTANTS,  LTD. 

38955  Hills  Tech  Drive 
Farmington  Hills,  MI  48331-3432 
Roy  Marvel    Phone:  313-553-6300 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1935 

MACNEIL  ENVIRONMENTAL  INC. 

755  E.  Cliff  Road 

BumsviUe,  MN  55337 

KimCastillon    Phone:  612-890-3452 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1937 

ENVIRONMENTAL  TESTING  LABORATORIES,  INC. 

208  Route  109 

Farmingdale,  NY  11735 

Daniel  J.  Spandau     Phone:  516-249-1456 

TEM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1938 

A-l-  ANALYTICAL  SERVICES,  INC. 

503  Hickory  Hill  St. 

Elizabethtown,  NC  28337 

William  M.  Tedder    Phone:  919-645-4232 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1940  00 

LEE-V  ASBESTOS  CONSULTANTS,  INC. 

2715  Ave.  E.  East,  Suite  611 

Arlington,  TX  76011 

Michael  J.  Lee    Phone:  817-640-8466 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1940  01 

LEE,  KNUCKLES  MICRO  LABS  AND  CONSULTANTS 

2715  Ave.  E.  East,  Suite  611 

Arlington,  TX  76011 

Jesse  Knuckles    Phone:  817-640-8466 

PLM  Renewal  Date:  April  1,  1991 


NVLAP  LAB  CODE  1941 

KEVCO  SERVICES,  INC. 

890  Pittsburgh  Road 
Butler,  PA  16001 

George  M.  Beck    Phone:  412-586-6343 
PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1942 

ENVIRONMENTAL  SALVAGE,  LTD.  (ESL) 

4930  South  23rd  Street 
Om£Sa,  NE  68107 

Lynn  A.  Knudtson     Phone:  402-733-2595 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1944 

NORTH  ATLANTIC  LABORATORIES 

405E  Central  Avenue 
Bohemia,  NY  11716 

Glenn  Neuschwender    Phone:  516-563-3355 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1947 

CERTIFIED  ENGINEERING  &  TESTING  CO.,  INC. 

2061  Business  Center  Drive,  Suite  101 
Irvine,  CA  92715 

Sean  McGrath    Phone:  714-752-1818 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1948  00 

M.A.C.S.  LAB,  INC. 

2094B  Walsh  Avenue 

Santa  Clara,  CA  95050-2542 

William  Don  McDougall     Phone:  408-727-9727 

PLM  Renewal  Date:  January  1,  1992 
TEM  Renewal  Date:  April  1,  1992 
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INDEX  D.    LISTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1950 

WKP  LABORATORIES  INC. 

46  South  Highland  Avenue 

Ossining,  NY  10562 

Melissa  Katz    Phone:  914-941-1830 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1951 

ERG  ENVIRONMENTAL,  INC. 

158  Business  Center  Drive 

P.O.  Box  36128 

Birmingham,  AL  35236 

J.  Michael  Thomas    Phone:  205-985-0777 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1952 

CONVERSE  ENVIROLAB 
169  North  Halstead  Street 
Pasadena,  CA  91107 

Michael  J.  Crisostomo    Phone:  818-796-8200 
PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1953 

JLC  ENVIRONMENTAL  CONSULTANTS  INC. 

20  West  20th  Street,  Suite  311 

New  York,  NY  10011 

Bing  Liang    Phone:  212-627-4294 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1955 

UNITED  STATES  TESTING  COMPANY,  INC. 

20969  Ventura  Blvd.,  Suite  226 

Woodland  Hills,  CA  91364 

Heidi  Rens    Phone:  818-999-9397 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1856 

A-1  ASBESTOS  TESTING  LABORATORY 

5727  S.  Laburnum  Avenue 

Richmond,  VA  23231 

Georgie  H.  Stacy    Phone:  804-222-6100 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1957 

SOUTHERN  CALIFORNU  GAS  COMPANY 

TEST  AND  DEVELOPMENT  CENTER,  CHEM.  SEC. 

P.O.  Box  3249  Terminal  Annex 

Los  Angeles,  CA  90051 

Lesly  Noble    Phone:  213-806-4352 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1958 

ATHENICA  ENVIRONMENTAL  SERVICES,  INC. 

45-09  Greenpoint  Avenue 

Long  Island  City,  NY  11104 

Roland  P.  Trandafir    Phone:  718-784-7490 

PLM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1959 

QUANTEM  LABORATORIES 

2033  Heritage  Park  Drive 

Oklahoma  City,  OK  73120 

Barry  Rayfield    Phone:  405-755-7272 

TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1962 

ETHYL  CORPORATION 

QUALITY  CONTROL  LABORATORY 

P.O.  Box  1028,  Cannon  Bridge  Road 

Orangeburg,  SC  29116 

Roland  D.  Caesar    Phone:  803-534-5781 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1963 

AMI  ASBESTOS  MANAGEMENT,  INC. 
9001  Arbor,  Suite  105 
Omaha,  NE  68124 

Randi  Vance  Phone:  402-397-5001 
PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1964 

PICOLAB,  INC. 

7008-F  Little  River  Turnpike 

Annandale,  VA  22003 

John  M.  Wehrung    Phone:  703-941-0865 

TEM  Renewal  Date:  October  1,  1991 
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INDEX  D.    USTING  BY  NVLAP  LAB  CODE  NUMBER  (continued) 


NVLAP  LAB  CODE  1965 
AT&T  BELL  LABORATORIES 

INDUSTRIAL  HYGIENE  &  SAFETY  DEPARTMENT 

600  Mountain  Avenue,  Room  lF-209 

Murray  Hill,  NJ  07974 

Richard  D'Orazio    Phone:  201-582-5125 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1966 

DELTA  ENVIRONMENTAL  CONSULTANTS,  INC. 

1485  Energy  Park  Drive 

St.  Paul,  MN  55108 

Mark  Mitchell    Phone:  612-641-0418 

PLM  Renewal  Date:  January  1,  1992 


NVLAP  LAB  CODE  1970 

PSI-  HALL  KIMBRELL  ENVIRONMENTAL  SRVCS. 

646  South  Brea  Canyon  Road 

Walnut,  CA  91789-3021 

Mary  Holland    Phone:  714-594-3232 

PLM  Renewal  Date:  July  1,  1991 


NVLAP  LAB  CODE  1979 

UNIVERSITY  ANALYTICAL  MICROSCOPY 
ASSOCUTES,  INCORPORATED 

101  West  Chestnut  Street 

Louisville,  KY  40202 

Fred  J.  Roisen     Phone:  502-587-8810 

TEM  Renewal  Date:  October  1,  1991 


NVLAP  LAB  CODE  1981 

ENVIRO-PROBE,  INC. 

3830  Park  Avenue 
Edison,  NJ  08820 

VedP.  Kukreja    Phone:  201-494-4600 
TEM  Renewal  Date:  January  1,  1992 
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NlST-1 14A                                               U.S.  DEPARTMENT  OF  COMMERCE 
(REV.  3-90)                NATIONAL  INSTITUTE  OF  STANDARDS  AND  TECHNOLOGY 

1.     PUBUCATION  OR  REPORT  NUMBER 

NIST/SP-810 

BIBLIOGRAPHIC  DATA  SHEET 

2.    PERFORMING  ORGANIZATION  REPORT  NUMBER 

3.  PUBUCATlty^C^^ 

.    TITLE  AND  SUBTITLE 

(National  Voluntary  Laboratory  Accreditation  Program) 

.  AUTHOR(S) 

Nancy  M.  Trahey,  Vanda  R.  White,  Jeffrey  Horlick 

.    PERFORMING  ORGANIZATION  (IF  JOINT  OR  OTHER  THAN  NIST,  SEE  INSTRUCTIONS) 
U.S.  DEPARTMENT  OF  COMMERCE 

NATIONAL  INSTITUTE  OF  STANDARDS  AND  TECHNOLOGY 
GAITHERSBURQ,  MD  20899 

7.    CONTRACT/GRANT  NUMBER 

8.    TYPE  OF  REPORT  AND  PERIOD  COVERED 

Final 

.    SPONSORING  ORGANIZATION  NAME  AND  COMPLETE  ADDRESS  (STREET,  CITY,  STATE,  ZIP) 

Same  as  item  #6 

,0.  SUPPLEMENTARY  NOTES 


1.  ABSTRACT  (A  200-WORD  OR  LESS  FACTUAL  SUMMARY  OF  MOST  SIGNIFICANT  INFORMATION.    IF  DOCUMENT  INCLUDES  A  SIGNIFICANT  BiBUOQRAPHY  OR 
UTERATURE  SURVEY,  MENTION  IT  HERE.) 


The  annual  Directory  provides  a  listing  of  laboratories  accredited  as  of  March  1, 
1991,  by  the  National  Institute  of  Standards  and  Technology,  National  Voluntary 
Laboratory  Accreditation  Program  (NVLAP) .     The  names  of  approximately  900  laboratories 
in  15  fields  of  testing  are  included. 

A  brief  description  of  the  NVLAP  program  is  given  and  a  summary  of  laboratory 
participation  is  provided.     To  aid  the  user,   indexes  cross  reference  the  laboratories 
by  company  name,  NVLAP  Lab  Code  Number,  field  of  testing,  and  geographic  location 
(state  or  country) .     A  listing  of  the  test  methods  (scope  of  accreditation)  is 
provided  for  each  laboratory. 


\.  KEY  WORDS  (6  TO  12  ENTRIES;  ALPHABETICAL  ORDER;  CAPITAUZE  ONLY  PROPER  NAMES;  AND  SEPARATE  KEY  WORDS  BY  SEMICOLONS) 

accreditation;  acoustics;  asbestos;  carpet;  computer  applications;  construction; 
directory;  dosimetry;  electromagnetic  compatibility;  laboratory;  paint;  paper; 
plastics;  radiation;   sealants;   seals;  stoves;  telecommunications;   thermal  insulation 


t.  AVAILABIUTY 

UNUNITED 

FOR  OFFICIAL  DISTRIBUTION.  DO  NOT  RELEASE  TO  NATIONAL  TECHNICAL  INFORMATION  SERVICE  (NTIS). 


X 


ORDER  FROM  SUPERINTENDENT  OF  DOCUMENTS,  U.S.  GOVERNMENT  PRINTING  OFFICE, 
WASHINGTON,  DC  20402. 

ORDER  FROM  NATIONAL  TECHNICAL  INFORMATION  SERVICE  (NTIS),  SPRINGFIELD.  VA  22161. 


14.  NUMBER  OF  PRINTED  PAGES 

168 


15.  PRICE 


LECTRONIC  FORM 


■*U.S.  GOVERNMENT  PRINTING  OFFICE:  1991-295-981 


NIST 


Technical  Publications 


Periodical 


Journal  of  Research  of  the  National  Institute  of  Standards  and  Technology— Reports  NIST 
research  and  development  in  those  disciplines  of  the  physical  and  engineering  sciences  in  which 
the  Institute  is  active.  These  include  physics,  chemistry,  engineering,  mathematics,  and  computer 
sciences. 

Papers  cover  a  broad  range  of  subjects,  with  major  emphasis  on  measurement  methodology  and 
the  basic  technology  underlying  standardization.  Also  included  from  time  to  time  are  survey 
articles  on  topics  closely  related  to  the  Institute's  technical  and  scientific  programs.  Issued  six 
times  a  year. 

Nonperiodicals 


Monographs— Major  contributions  to  the  technical  literature  on  various  subjects  related  to  the 
Institute's  scientific  and  technical  activities. 

Handbooks— Recommended  codes  of  engineering  and  industrial  practice  (including  safety  codes) 
developed  in  cooperation  with  interested  industries,  professional  organizations,  and  regulatory 
bodies. 

Special  Publications— Include  proceedings  of  conferences  sponsored  by  NIST,  NIST  annual 
reports,  and  other  special  pubncations  appropriate  to  this  grouping  such  as  wall  charts,  pocket 
cards,  and  bibliographies. 

Applied  Mathematics  Series— Matheniatical  tables,  manuals,  and  studies  of  special  interest  to 
physicists,  engineers,  chemists,  biologists,  mathematicians,  computer  programmers,  and  others 
engaged  in  scientific  and  technical  work. 

National  Standard  Reference  Data  Series  —  Provides  quantitative  data  on  the  physical  and  chemical 
properties  of  materials,  compiled  from  the  world's  literature  and  critically  evaluated.  Developed 
under  a  worldwide  program  coordinated  by  NIST  under  the  authority  of  the  National  Standard 
Data  Act  (Public  Law  90-396).  NOTE:  The  Journal  of  Physical  and  Chemical  Reference  Data 
(JPCRD)  is  published  quarterly  for  NIST  by  the  American  Chemical  Society  (ACS)  and  the 
American  Institute  of  Physics  (AIP).  Subscriptions,  reprints,  and  supplements  are  available  from 
ACS,  1155  Sixteenth  St.,  NW.,  Washington,  DC  20056. 

Building  Science  Series  —  Disseminates  technical  information  developed  at  the  Institute  on  building 
materials,  components,  systems,  and  whole  structures.  The  series  presents  research  results,  test 
methods,  and  performance  criteriia  related  to  the  structural  and  environmental  functions  and  the 
durability  and  safety  characteristics  of  building  elements  and  systems. 

Technical  Notes— Studies  or  reports  which  are  complete  in  themselves  but  restrictive  in  their 
treatment  of  a  subject.  Analogous  to  monographs  but  not  so  comprehensive  in  scope  or  definitive 
in  treatment  of  the  subject  area.  Often  serve  as  a  vehicle  for  final  reports  of  work  performed  at 
NIST  under  the  sponsorship  of  other  government  agencies. 

Voluntary  Product  Standards  -  Developed  under  procedures  published  by  the  Department  of 
Commerce  in  Part  10,  Title  15,  of  the  Code  of  Federal  Regulations.  The  standards  establish 
nationally  recognized  requirements  for  products,  and  provide  all  concerned  interests  with  a  basis 
for  common  understanding  of  the  characteristics  of  the  products.  NIST  administers  this  program 
as  a  supplement  to  the  activities  of  the  private  sector  standardizing  organizations. 
Consumer  Information  Series— Practical  information,  based  on  NIST  research  and  experience, 
covering  areas  of  interest  to  the  consumer.  Easily  understandable  language  and  illustrations 
provide  useful  background  knowledge  for  shopping  in  today's  technological  marketplace. 
Order  the  above  NIST  publications  from:  Superintendent  of  Documents,  Government  Printing  Office, 
Washington,  DC  20402. 

Order  the  following  NIST  publications— FIPS  and  NISTIRs—from  the  National  Technical  Information 
Service,  Springfield,  VA  22161. 

Federal  Information  Processing  Standards  Publications  (FIPS  PUB) -Publications  in  this  series 
collectively  constitute  the  Federal  Information  Processing  Standards  Register.  The  Register  serves 
as  the  official  source  of  information  in  the  Federal  Government  regarding  standards  issued  by 
NIST  pursuant  to  the  Federal  Property  and  Administrative  Services  Act  of  1949  as  amended. 
Public  Law  89-306  (79  Stat.  1127),  and  as  implemented  by  Executive  Order  11717  (38  FR  12315, 
dated  May  11,  1973)  and  Part  6  of  Title  15  CFR  (Code  of  Federal  Regulations). 
NIST  Interagency  Reports  (NISTIR)-A  special  series  of  interim  or  final  reports  on  work 
performed  by  NIST  for  outside  sponsors  (both  government  and  non-government).  In  general, 
initial  distribution  is  handled  by  the  sponsor;  public  distribution  is  by  the  National  Technical 
Information  Service,  Springfield,  VA  22161,  in  paper  copy  or  microfiche  form. 
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